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For superior beauty, 
durability and performance... 
Specify Bronze 
Because designs and production have 
recently been standardized, windows 
of Anaconda Architectural Bronze... 
both casement and double-hung types 

.are now speedily available ina range 
of sizes and at a price which makes 
them worthy of consideration from 
the standpoint of good, lasting, ‘‘low- 
upkeep” construction. 

For public buildings, hospitals, 
schools and better residences, bronze 


AN aconvA 


from AC to consumer 


THE AMERICAN BRASS COMPANY 


General Offices: Waterbury, Connecticut 


In Canada: Anaconda American Brass Ltd., New Toront 


Subsidiary of Anaconda Copper Mining ( 


ewindot wconda Bronze 
Corp., Long Island City, N.Y., for t/ 


Ont 


windows are a practical fulfillment of 
all that may be wished for in quality 
window construction. They ofter last- 
ing good appearance, weather-tight- 
ness, easy, positive operation ...and 
a minimum of maintenance expense. 

The American Brass Company does 
not make windows, but supplies 
Anaconda Architectural Bronze in 
extruded and drawn shapes to leading 


window manufacturers 





Bronze windows coming 


i} the production line 


at the General Bre nzée Cor] Diant These win 


dou f Anaconda Bronze are for Welfar 


Island Dispensary. N. Y. 


FOR WINDOWS 
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ONE OF THE exciting moments at the 





AIA) convention in’ September was 
when William Leseaze of New York. 
in adding his bit to critical discussions 
from the floor. remarked: 

“If architects want to see what real- 
ly can be done in the way of profes- 
sional research and recommendation. 
let them = study the “Planned City 
Without a Plan” exhibit at the Willard 
Hotel. developed by the Washington 
chapter. It is one of the most informa- 
tive, stimulating. and constructive 
pec es of visual design that | have ever 
seen. 

One of the exe iting features sched- 
uled for the Design Trends section 
next month is a legible photographir 
reproduction of this exhibit. accom- 
panied by a manuscript developed by 
the same group of deliberators. This 
may not create the stir nationally that 
the original exhibit did locally. but. 
we opine, our mail will increase once 
it’s published. . . . Also booked for 
this section next month is the exten- 
sion of our studies on major building 
materials. Wood. that time-honored 
medium. is making things happen and 
is having things happen to it. 

Hospitals will be the subject. dis- 
cussed in the Building Types section 
in December. Because the need for 
small hospitals is acute in every part 
of the country. primary emphasis will 
be given to the problems attending 
those designed for 50-200 beds. In 
addition to selected “case studies.” 
there will be Time-Saver Standards 
data on (1) administration. (2) out- 
patient. (3) in-patient. (4) laboratory 
departments. and (5) service areas. 
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In the Empire State Building, 
Longchamps has opened a strik- 
ingly beautiful new restaurant. 
Past mirrored walls, a spectacu- 
lar spiral staircase leads invit- 
ingly to a series of concentric 


LUSTROUS .. LONG WEARING dining terraces below ground 


level. The lustrous white metal 


which beckons customers is ex- 

° : truded Nickel silver. The archi- 

tect. Ely Jacques Kahn: the 

iL A. «A. te. ne metal contractor. Allied Bronze 
ri ‘ie 














Corp.. Long Island City. 






On Lower broadway, the entrance toan oldet 
building was modernized, given eye appeal 
with glass brick, blue mirrors and rich dura 
ble Nickel silver. The simplicity of this de- 
sign is enriched by the warm color of solid 
Nickel silver, equally appropriate for in- 
terior or exterior decoration. Boldly dis- 
played Longchamps’ name is a reminder of 
delicious foods—and sizzling steaks. Archi- 
tect. Ely Jacques Kahn: metal contractor, 


Leon J. Arnold. Inc.. New York, N. Y. 


THE INTERNATIONAL NICKEL COMPANY, INC., 67 WALL STREET, NEW YORK, N.Y. 
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The Building News section planned 
for next month is also worth talking 
up. Among the interesting new build- 
ings to be featured are two dormitories 
which were designed under strict limi- 
tations of time. money, and space, and 
retail shoe store in 
be the 


a remodeled 


Los Angeles. There will 
usual array of new houses. a story on 
a proposed apartment for a New York 
hillside (with elevators moving at 45 


angles). and selected recreation rooms 


will be reported in’ Vew Dwelling 
l nits. 

What's in a name? 

SPEAKING OF Vew Dwelling Units, 


what do you think of that title. any- 
When we first launched the 
project. this was the compromise label 


how ¢ 


arrived at in the face of such sugges- 
operational units, new 
etc. All—like 

Americans adopt to 
explain our fast-forming world—had 
We were content to 


tions as neu 


activuy areas, many 


other terms we 
their limitations. 
string along with Vew Dwelling Units 
until a government. statistical release 
made us wonder: it said something 
about so many thousand new dwelling 
units for 1940. Even if it didn’t have 
rights of prior use. were not going 
into any vocabulary competition with 
the government—not in these times. 
But we still haven't a new name for 
this year-old offspring. If any reader 
can supply one that doesn't backfire. 
we ll present him, depending on which 
side of the read he likes to 
with a copy of either The Restoration 
{rchitecture 
RECORD 


drive. 


of Williamsburg or New 


in Vexico. both popular 


books. 


Inspired solution 

SOMEONE AT the recent AIA conven- 
tion suggested the following anecdote 
as good copy for Behind the Record: 
Two architects, one a member of the 
association, formed a_ partnership. 
First order of business was the design 
of a letterhead. 
desired to employ the usual initials 
following his name, all sorts of difficul- 


ties developed. If the 


Because one partner 


names were 
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Here’s a Musical FUN MAKER! 


® For yourself—or as a gift—the ultra-new Musical Toilet 
Roll provides morths of mirth! Ideal for the summer cot- 


tage . . equally enjoyable to city 
folks. Made of wood, finished in 
white enamel with delightfully hu- 
morous decorations. Amusingly 
plays “Whistle While You Work” !! ‘er 
Only 86.00, express collect. 


Send us Your Order TODAY 


MUSICAL 
BIRTHDAY 
CAKE PLATE 
White metal, 11” plat- 
-— rotates while 
““Happy 
Birthday to You"’. 
$7.50 express collect. 


playing 


CaulQe 


524 Madison Ave., New York 





Among the documents submitted by researchers for the Sanitation article in 
this issue (see page 66) was—so help us—the startling advt. reproduced above. 


placed one below the other. the one 
sans initials appeared subordinate: if 
they were balanced one on each side 
of the sheet. the one with initials up- 
set the proportion: and so on. Finally 
they took the problem to a mediator. 
His solemn and Solomonesque  solu- 
tion placed one name on each side of 


the page the left hand name followed 


by AIA. the right hand by AIN'T. 
Libraries note! 
W. F. Brooks of Hartford. Conn.. 


writes us that he has available copies 
of the Recorp covering the period 


"And a button, please, to control the climate .. . 
—Drawn for the RECORD by Alan Dunn 


from December 1895 to 1927. He will 
cheerfully donate these to any library 
willing to pay shipping charges. In- 
quiries sent to Behind the Record will 
Mr. Brooks for his 


be forwarded to 
final decision. 


Correction 
IN PRESENTING the Interlaken Garden 
\partments in September (pp. 108- 
114). we failed to mention that the 
first 14.1-acre 


owned. is being constructed. and will 


unit of the tract is 


be managed by the Fred F. French 


organization of New York. 

















Stran-Steel floor joists in place 
on finished foundations. 


SEPT, iF 1939 


Stran-Steel studs for first floor 
second floor joists in 


SEPT. 13, 1939 — Sense 


position. Pre-fabricated wall sections for second floor 
ready for use. 


For faster construction — 
lower costs — reduced maintenance — 
specify Stran-Steel 








FRAMED IN 6 DAYS. 


Stran-Steel speeds 
construction of Ford 
Foundation project 


Here's actual proof that Stran-Steel framing is 
faster! These photographs of construction work on 
a 24-apartment unit of “Springwells Park,” the 
Ford Foundation housing project in Dearborn, 
Michigan, show the rapid progress made possible 
by the use of this new building material. The apart- 
ment buildings (containing 203 individual resi- 
dences) and the business center building are framed 
with Stran-Steel, assuring lower maintenance costs 
for finished structures. General contractor for the 
project is the Byrne Organization of Dallas, Texas. 





SEPT 16 $998 __Stran-Seeel framework nears com- 

. ’ pletion as roof rafters go into 
the job. Sheathing is being applied while the Stran- 
Steel roof framing is being finished. 


Write for the Stran-Steel 
brochure, explaining the use 
of Stran-Steelin group hous- 
ing projects, individual homes 
and commercial buildings. 





STRAN-STEEL DIVISION 
GREAT LAKES STEEL CORPORATION 


607 SHELBY STREET, DETROIT, MICHIGAN 


UNIT OF 


NATIONAL STEEL CORPORATION 













TOILETS... A 
MODERN, COLORFUL AND Janiltary 


Modern ideas and modern materials are today's challenge to progressive architects. 

Vitrolite Structural Glass is a modern building material with which you may cre- 
ate the designs, the beauty, the cleanness and the colorful atmosphere that Today 
demands in public toilets and washrooms, and residential bathrooms and kitchens. 

Lustrous Vitrolite walls, wainscots and toilet partitions are proof against water, 
steam, atmospheric and temperature changes. Being Glass, Vitrolite offers no 
foothold for dirt—will not harbor objectionable odors, and may be kept bright 
as new, for years to come, with plain soap and water. 

Include Vitrolite Structural Glass in your plans and specifications for new construc- 
tion or remodelling, both interior and exterior. Libbey-Owens-Ford keeps pace 
with latest architectural developments in design and efficiency. Write for latest 
Vitrolite Color Chart and any information you may require. Libbey-Owens-Ford 
Glass Company, 1307 Nicholas Building, Toledo, Ohio. (Member Producers’ Council 
















Make certain your Vitrolite installation is made by a Franchised L-O-F Dealer 






r mirrors, L-O-F Plate Glass, clear or 
colors. For lighting, Vitrolux, the 
5 w color-fused, tempered plate glass. 









sk any L‘O-F distributor about our 
Modernization Budget Plan. 
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THE USE OF 


Exhibit planned by Utah AIA chapter at Utah State Art Center illustrates the suc- 
cessful orientation of buildings for the most effective year-around use of sunlight. 


ARCHITECTURE PLANS - 





SHOULD DESIGN FOR LIVING 


ALD OF T 


DAY AND TOMORROW 








Utah AIA Demonstrates Effect of Sunlight on Home Planning 
in First of Series of Housing Exhibitions for the Public 


AFFIRMING THAT 
living 


“by adapting house 


habits and needs. 


fitting families arbi- 


plans to 
rather than by 
trarily into complex ill-planned homes. 
the architect performs his service to 
society.” the Utah Chapter of the 
American Institute of Architects 
demonstrates the effective use of sun- 
light in architectural planning in this 
first of a series of housing exhibitions 
at the Utah State Art Center. 

The exhibit was designed to illus- 
trate how “the successful orientation 
of buildings for the best use of sun- 
light is largely based on the positions 
of the sun during every hour of every 
day in the year.” The Utah Chapter, 
in devoting the first exhibit to this 
study, believed that although “orienta- 
tion is not a new topic, the develop- 
ments of the past few years (air con- 
ditioning. use of large glass areas. 


10 


etc.) have given it new importance.” 
The text accompany ing the exhibit. 
issued by Lloyd W. McClenahan, 
Secretary of the Utah Chapter. points 
out that prior to the comprehensive 
orientation report issued by the Royal 
Institute of British Architects in Sep- 
tember of 1932. studies on the subject 
“were concerned largely with various 
ingenious ways to find the angle of 
the sun at different times of the day 
during the year, with no further dis- 
cussion as to the use of such material 
With a 
quantitative factor introduced into the 
problem for the first time by this re- 
port, the American Society of Heating 


in the design of buildings.” 


and Ventilating Engineers went a step 
further with their 
ments of the amount of sun heat. ex- 


or two measure- 
pressed in Btu per hour, falling on 


different walls. Research was also ad- 


vanced at Columbia University s Town 
Planning Studio. where a “Helidon” 
or sun-machine was built to determine 
the amount of sunshine penetration 
between buildings at various seasons 
of the vear (see AR. 4/30, p. 248). 
The character of the Utah Chapter’s 
exhibit derives from the findings of 
such research, and from computations 
based on ten-year records of — the 
New York Meteorological Observatory 
the sum- 


which demonstrated that at 


mer solstice, east and west walls re- 
ceived, on perfectly clear days. nearly 
three times as much sun heat per day 
at the 


was al- 


as walls facing south. and that 
this 
reversed: south walls re- 


winter solstice situation 
most exactly 
ceived almost three times as much heat 
as those facing east and west; and. 
further. south walls received more heat 
per day in mid-winter than did walls 
direction at any 


“All this is 


obviously the result of the wide varia- 


facing in any other 


other season of the year. 


tions in the direction and altitude of 
the sun brought about by the mechan- 
ics of the solar system.” 

The Utah chapter concluded that: 
“large windows. and rooms in which 
sunshine is important. should wherever 
possible be located on the south side 
of buildings. Nor can it be 


that for the sake of getting some sun- 


argued 


shine into all rooms. rows of buildings 
should face east and west. since in this 
way it is merely assured that there will 
be plenty of bad sunshine in all. good 
The exhibit 


designed to illustrate these conclusions. 


sunshine in none.” was 
and bring to the public a better under- 
standing of the importance of sunlight 


in architectural planning. 
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@ An efficient— and lastingly efficient plumbing or heat- 
ing piping system is one of the most vitally important 
factors in any home, or in any building where a con- 
ducting system is required. It is the actual nerve center upon which 
the very livability of the dwelling depends—and this becomes more 
and more apparent after some years of service. 





Practically any piping material may be satisfactory for a limited time 
—but the question is—HOW GOOD WILL IT BE AFTER FIVE OR TEN YEARS 
UNDER ACTUAL LIVING CONDITIONS2 Then comes the real test of a piping 
system, and that is when copper piping proves its worth beyond 
question—and goes on proving it with year after year of efficient 
trouble-free service. 


Copper has long been recognized as the most durable of metals 
for piping purposes. There are authentic cases on record where it 
has lasted for hundreds of years and, with the exception of a slight 
tarnish, just as serviceable as when first installed. 


STREAMLINE Copper Pipe connected with STREAMLINE Fittings assures a 
piping installation that incorporates tremendous resistance to rust, 
clogging and vibration. More than that, its cost is little, if any higher 
than materials that corrode and leak after a few years of service. 


STREAMLINE Copper Pipe conducts hot water quicker and with less heat 
loss than ferrous piping. It requires less room to install, has no threaded 
joints to leak and is the home owner's insurance against plumbing re- 
pair bills. Like all good things, STREAMLINE has many imitations but no 
equals. Specify genuine STREAMLINE. Insist upon its being used. 


STREAMLINE 


PIPE AND FITTINGS DIVISION 
MUELLER BRASS CO. 


PORT HURON,MICHIGAN 
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FIFTEEN VOTES: New Houston City Hall. The firm of Joseph 


Finger, Inc., were the architects. 
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EIGHT VOTES: Oil and Gas building of the Continental Oil Co. 


Kenneth Franzheim was the architect. 





EIGHT VOTES: Houston Fire Alarm Building. Designed by the firm 
of MacKie and Kamrath. 
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Houston Citizens Vote on Recent Buildings 


Vorres FROM Houston, Tex.. have produced, for the 
first time. a runaway architectural favorite. In other 
L.S. cities where the RecorpD has polled “lay” citi- 
zens as to their preferences in recent local archi- 
tecture, the results have been pretty largely blanket 
finishes. In Houston. however. the new City Hall 
far and away outdistances the field. with the rest of 
the buildings receiving most nominations placing in 
comparatively bunched order. 

The recently erected buildings receiving most 
votes from the following group of Houston citizens 
are pictured on this and page 14: Burke Baker. 
insurance company president: the Reverend D. 
Baltzer, pastor: FE. M. Biggers. housing authority 
chairman: R. Bruce Carter, hotel manager: F. 7. 
Chew, lawyer: H. Merlyn Christie. oil operator: 
Francis G. Coates, lawyer: Cecil N. Cook, lawyer: 
Walter A. Coole, M.D.: Sam EF. Dunnam, Jr., oil op- 
erator: Michel T. Halbouty, consulting geologist 
and petroleum engineer: FE. A. Hester, real-estat: 
broker: Oscar Holcombe. Mayor of Houston: Judge 
Henry Holden: A. L. Kerbow. University of Hous 
ton professor: F. M. Law, bank president: 4/ Lever. 
theater circuit manager: Hugh Potter, business 
property executive: the Right Reverend Clinton Ss. 
Quin, D.D.. Bishop of Texas: A. D. Sumpson, bank 
president: A. HW. Snyder, investment securities 
broker: Hf. Wirt Steel, advertising agency presi- 
dent: John M. Trible. M.D.. surgeon and Chairman 
Board of Health: and Wharton Weems. lawyer. 

Honorable mention status is conferred on the 
following buildings: Chamber of Commerce Build- 
ing. Residence of Claude B. Hamill. four votes 
each: Residence of Klwood Fouts. Residence ol 
D. J. Harrison. Humble Oil and Refining Co. Build- 
ing. St. Anne’s Church. and the San Jacinto Battle 
Vionument and Museum. three votes each; Cullen 
Memorial Building. University of Houston. First 
Evangelical Church. Gulf Building. St. Pauls 
Methodist Church. two votes each. Twenty-seven 
additional buildings received single mention. 

In December. the survey will carry on to Denver. 
Colo.. where “lay citizens. recommended by im 
partially consulted architects in that city, will 
nominate their preferences among recent buildings. 


bes TON 


. MTLONTA 
HOLSTON 


Denver citizens will vote next on recent buildings. 








CHOSEN for Care-Free Service 


CERTIGRADE 
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THIS HANDBOOK FREE 


This Certigrade Cedar Shingle 
Handbook, prepared by a wood 
technologist, mailed free on re- 
quest. One hundred pages detail- 
ing the uses, application and 
technical data. Write the Red 
Cedar Shingle Bureau, Seattle, 
Wash., U. S. A., or Vancouver, 
B. C., Canada. 
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Architects David J. Witmer and Loy- 
all F. Watson designed the Wyvern- 
wood Project for permanence. They 
specified the finest materials to main- 
tain its rental investment returns and 


to reduce upkeep. They chose: 


CERTIGRADE 
RED CEDAR SHINGLES 


for all the roofs of the 143 residential 
buildings because they were looking 
for care-free service ... long life... 
eood appearance . . . added insulation 
strength combined with light 


weight . . . wind and hail resistance 


FOR GUARANTEED GRADES AND 












Certigrades pass official inspection 


for grade and quality. 


QUALITY, SPECIFY— 


. and no other roofing combined 
all these features in one material. 
For complete roof satisfaction, leave 
it to Certigrade Red Cedar Shingles 
to fill the bill. 


For Modern Side-walls 
Double-course with Certigrades 


It costs no more than single-coursing 
because of wider weather exposure 
and the use of No. 2 and No. 3 grades 
for the under-coursing. 
Double-coursing gives the appear- 
ance of a much more costly material 
plus increased insulation and beauti- 
ful deep shadow lines. Your clients 
will like double-coursing. 








Sold only by established 


lumber dealers. 
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SEVEN VOTES: Mirabeau B. Lamar Senior High School on Westheimer Road. The architects were Kenneth Franzheim and 
John F. Staub. Lamar Q. Cato, Louis A. Glover, and Harry D. Payne were associate architects. 
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SIX VOTES: River Oaks Community Center. Oliver C. SIX VOTES: Jefferson Davis City Hospital, for which the firm of 
Winston, Architect; S. Nunn and M. McGinty, Associates. | Joseph Finger, Inc., were architects. 
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FIVE VOTES: Sam Houston Exposition Hall on Buffalo Drive and FIVE VOTES: St. Joseph's Infirmary, Maternity an 
Bagby Street. Alfred C. Finn was the architect. Children's Building. |. E. Loveless, Architect. 
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M.I.T. Fieldhouse in Cambridge, Mass.... See pages 40-43 
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DUPLEX UNIT INCREASES RENTABLE AREA IN MILWAUKEE APARTMENT 


HERBERT W. TULLGREN 
Architect 


J. EDWIN QUINN 
Consulting Architect 


AN ESTIMATED 10‘¢ increase in rent- 
able space over conventional plan types 
is achieved in this new apartment 
building at 1260 North Prospect Ave- 
nue. Milwaukee. Wis.. by use of a du- 
plex as the basic apartment unit. This 
permits an elevator system which 
serves only alternate floors, thus re- 
ducing by one-half the usual capital 
ind maintenance costs of public areas. 
Important economies are introduced 
by this plan, which permits the group- 
ing of baths and kitchens around cen- 
tral service stacks. (See pp. 36-37.)" 

Occupying only 22% of a large plot 
located on Milwaukee's residential lake 
shore, the Prospect Avenue building 
has 32 five-room duplexes and 2 six- 
room single-level penthouses. This un- 
usual concentration of relatively large 
units springs from the owner's careful 
analysis of the local tenant market, 
where prejudices were felt to be in 
favor of single-family houses and 
against highly serviced apartments. 
Since it was expected that the tenants 
would be drawn largely from single- 
family houses (rather than other apart- 
ment buildings), the five-room duplex 
was taken as a minimum. For the 
same reasons, the service staff was 
held to an operating minimum—there 
are no doormen or elevator operators; 
the desk and central switchboard are 
eliminated. 

Rents are approximately $25.00 per 
room per month. 
*Both the technical and management aspects of 
this type of plan have been thoroughly tested 
in another apartment designed by the same 


architect and built in Milwaukee in 1933. The 
plan has been patented by Mr. Tullgren 


NOVEMBER 1939 





| 
| 
— 


No garages are included in the project since ample accommodations are available 
in the immediate neighborhood. The entire plot is landscaped, the rear being 
developed for tenants’ private use. 





Frame is reinforced concrete 


\\ 


a 


construction cantilevered over bays and corner windows. 
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MILWAUKEE APARTMENTS 


Design of the individual units reflects 
the owner's desire to reproduce as far 
as possible the accommodations of the 
single-family dwelling. Thus, there is a 
lavatory in the entrance foyer; the 
kitchen is unusually complete, and the 
dining room separate. At the bed- 
room level, the semicircular bay be- 
comes a solarium. All ceilings are 
flush, and the cantilevered floor slabs 
eliminate all columns at outside cor- 
ners. Trim is practically eliminated. 
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Ninth floor. 





First floor. 
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Section through elevator shaft. 


Usk OF THE DUPLEX as a basic unit frees Mr. Tull- 
grens plans of the long public corridors. private 
halls. and passageways common to most apartment 
houses made up of large units grouped around a 
single bank of elevators. It also provides a more 
compact and efficient unit plan, giving all rooms 
direct access to one central stair hall. This also 
permits grouping baths and kitchens so that fou 
main service stacks serve all 34 apartments. 

The two elevators at the center are flanked by 
fire towers and backed by furnace and incinerator 
flues (access to the latter is not from the main cor- 
ridor but from a small room off it). The elevators 
themselves are Haughton automatic, so regulated 
that if one car is serving the seventh and ninth 
floors. the other automatically sets itself to serve 
the third and fifth. In addition, the cars will stop 
for passengers in their direction of travel. and will 
subsequently respond to signals for travel in the 
opposite direction. 

Sound insulation is provided for by double walls 
between all units and between each unit and all 
public spaces. In addition, the location of baths 
and stair halls isolates main living areas of each 
apartment from public corridors and elevators. 

All public corridors are carpeted and indirectly 
lighted with fluorescent tubes. 
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Phatas by Hedrich-Rles« 


First-floor corridor looking towards lobby. Here, as elsewhere, Typical kitchen: specially-designed cabinets incorporate elec- 
all floors are carpeted, all lighting indirect. Receivadors are tric range and refrigerator; counters are finished in Masonite, 
installed alongside the entrance door of each apartment. floors in linoleum. All ranges are vented by forced draft. 
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Penthouse: modernfold accordion doors are used Typical dining room: a built-in circular curtain track permits use of 
between dining and living rooms; a vertical light curtain either across windows or across opening between living and 


trough is concealed behind pilasters at either side. dining rooms. 
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MILWAUKEE APARTMENTS 


Typical living-room window 
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Construction, typical bay 
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The two upper galleries mark the entrance or access level to each repeating bank of interlocking duplex apartments. 
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“3-DIMENSIONAL” UNITS YIELD 
WELLS COATES, Architect 


*THREE-DIMENSIONAL planning which yields extraordinary flexibil- 
ity in interior layout and reduces elevator stops to every third floor 
only—is a feature of this new apartment building in Palace Gate. 
London. First application of a principle evolved several years ago by 
the architect (See AR. 3 37. p. 22). the “three-two” planning system 
consists of using |! .-story living rooms with single-story rooms else- 
where. so designed as to vield two interlocking but completely separate 
duplexes in each multiple of three floors (pp. 36-37). With entrances 
to the interlo« king units at the middle of these three levels. circulation 
is simplified and the amount of public space reduced by approximate- 
ly two thirds. The system has the further advantage of permitting 
a wide variety of accommodations— i.e.. variations in both size and ar- 
rangement of rooms—without structural alterations. 

Because of the shape and size of the plot on the one hand. and the 
necessity for fixed revenue on the other. it was not possible to use 
the “three-two” system throughout: consequently the stem of the 
T-shaped plan consists of a bank of 2'4-room units. one to each 
floor. A luxurious single-level 6-room penthouse occupies the eighth 
floor of the main building. while two single-level 4-room units occupy 
the first floor. 

Structurally. the building is also of great interest. A reinforced 
concrete skeleton, employing the principle of continuous design. has 
an exterior wall system of precast concrete units whose design and 
installation closely parallels that of the Navy's new Testing Basin in 
this country (AR, 9 39. pp. 34-37). 
sound and temperature transmission are included in both exterior 


Elaborate precautions against 


walls and interior partitions. 


Plot plan, showing entrance (right) and exit (left) to the garage. 
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View of entrance lobby. 
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THREE-DIMENSIONAL PLANNING 





BEDROOM UNII 
(CONTAINS BEDROOMS 
AND BATH) 


ewveaen —— LIVING ROOM UNIT 


CONTAINS STAIRS, 
KITCHEN AND DINING AREA 


PN a UPPER 
LT MIDDLE 


ee LOWER 






Two “THREE-TWO” UNITs interlock vertically with each other 


and horizontally with three “three-three” units to form two 
apartments every three floors. Flexibility within the indi- 
vidual apartments is thus possible with minor structural 
changes. Within this basic unit accommodations can be 
easily varied from two bedrooms and bath to six bedrooms 


and two baths. 
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MIDDLE LEVEL, typical 'three-two'’ unit 
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LOWER LEVEL, typical "three-two" unit 
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Two views of typical living room. 
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Continuous concrete frame frees interior space. 
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THREE-DIMENSIONAL PLANNING 





The garden front of the Palace Gate building gives a graphic picture of the "three-two" planning system. Although superficially 
reminiscent of the "'studio type" plan, the Coates system provides much more flexible and satisfactory organization of interior space. 


The first floor contains 
the entrance lobby, two 
dormitories for the staff, 
and two 4!/,-room single- 
level units. Ramps at 
either side lead down to 
and up from the garage. 
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Eighth floor: the pent- 
house—like the bank of 
2!/5-room units in front of PO ee 
the elevator shaft—is fs 4 sesseee! (a: snes: wae 
planned on one level. Peres 





UPPER LEVEL 












Seventh and fourth floors: 
at these levels are concen- 
trated the major rooms of 
the upper of the two 
interlocking units—living 
and dining, kitchen, two 
(or three) bedrooms, etc. 
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Sixth and third floors: 
these constitute the en- 
trance or access levels to 
each series of interlocking 
units and are the points 
at which passenger eleva- 
tor stops. It should be 
noted, however, that the §. Ff 

service elevator stops at ‘i } eaten ee: 
every floor, and stairs at Pa 
either end provide similar 
service access to end units. 
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Fifth and second floors: 
at these levels are con- 
centrated the main rooms 
of the lower of the inter- 
locking units—thus repeat- 
ing with minor changes 
the plan of the seventh 
and fourth floors. The 2!/5- 7 
room unit in front of the +: ali takes Moc 
elevators (bottom, right) _— Gh wees 

is repeated at each floor. 
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EXHAUST DUCTS REMOVE ODORS FROM LOCKERS OF NEW FIELD HOUSE 
LAWRENCE B. ANDERSON and HERBERT L. BECKWITH, Architects 


A NEW FIELD HOUSE for the Massachusetts Institute of Tech- 
nology in Cambridge is the first of several buildings which 
are to make up an athletic center. 

All lockers in the main locker room are connected to an 
exhaust ventilating system, assuring continuous removal of 


odors and rapid drying of equipment. All services in the 


building pipes, ducts, conduits, etc.——are concealed in furred 
spaces, which also serve as exhaust plenums. 

The main locker room accommodates 450 men: plenty of 
locker space was needed because the Institute’s curriculum 
does not permit the distribution of practice periods through- 
out the day. The room is divided into 13 alcoves formed by 
tiers of lockers. Each alcove is lighted by a 5 by 10-ft. 
window in the east wall, high enough to afford privacy 
without the use of obscure glass. Although generous in 
capacity, lockers are low in height, which gives a light and 
open character to the room. Walls are gray, lockers red. 
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lhe main shower and toilet rooms have been placed in the 
center of the building for easy accessibility from both the 
Visiting-team rooms and the main locker room. This location 
also makes it possible for the plumbing to be concentrated on 
either side of a central utility space. The ceiling of this cen- 
tral section has been set higher than ceilings of adjacent 
areas, and windows in the clerestory wall thus formed give 
adequate light. This same clerestory wall is also used for the 
air intake and exhaust of the heating and ventilating system, 
the fans and heaters being located directly above the utility 
room. A stairway leads to the roof of this higher level; pro- 
tected on the north by a brick wall, and equipped with a wood 
floor, mats, and a movable semicircular colored-canvas wind 
screen, this area has been designed for sun bathing. 

The building is supported on caissons and grade beams and 
concrete floors are poured on erade. The roof is reinforced 
concrete beam-and-slab construction insulated with cork 
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First floor 


Entrance on south. Circulation is from 
the lobby to the right into main locker 
room, to the left into corridors leading 
to visiting-team rooms, coaches’ offices, 
officials’ room, and track entrance on west. 
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Plan and sections showing ventilating system. 
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Office of coach and manager off track entrance on west; door adjoining window leads to toilet. 
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Photos by Lotte Grahn 
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Perspective view of house and lot showing 





relation of various areas; patio and swimming- > ~ 
pool court provide additional living space. 7 
o 7 
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HAVANA, CUBA: ALL ROOMS IN THIS HOUSE OPEN ON COURTYARDS 


EUGENIO BATISTA, Architect 
AQUILES MAZA, Landscape Architect 
ERNESTO BATISTA, Engineer 


THIS WEEKEND HOUSE for Eutimio Falla 
in Havana, Cuba, posed for the architect 
a number of unusual problems, both in 
planning and construction. Although 
these are common problems in Cuba, 
they also occur in parts of this country. 
The owner’s one requirement was that 
the house should provide a plan which 
would not force his guests to keep to- 
gether in a single group all the time. 
Thus the plan devotes considerable space 
to living and lounging area, leaving the 
hedrooms relatively small. The open, 
rather spread-out plan resulted from the 
fact that the house is only one room 
deep—a solution which permits a free 
flow of air; circulation is almost entirely 
by open porches. A large living porch 
opens off the living room. Other porches 
are ample for lounging at times when 
the western (seaside) exposure produces 
uncomfortable heat. 

Less easy to solve were the construc- 
tion problems, for climate and seaside 
location imposed limitations not only 
on methods but on materials as well. 
Proximity to the sea made it inadvisable 
to use reinforced concrete, since the salt 
air penetrates to the reinforcing and cor- 
rodes it, causing the concrete to flake 
off. Consequently, the house is con- 
structed of a soft local brick with a 
stucco facing to protect it. The tropical 
climate of Cuba (and of nearby places 
such as Florida) necessitates anti-insect 
construction and precludes the use of in- 


sulation and of hollow wall construction. 
Instead of furring (which would have 
made ideal conditions for insect-breed- 
ing, since it is inaccessible for periodic 
cleaning), the architect built in as much 
furniture as possible along the west wall 

kitchen and pantry cabinets, book- 
cases, radio-phonograph, sofa, and cabi- 
nets in the living room, all of which can 
be cleaned easily. The wide roof over- 
hang keeps the upper part of the wall in 
shade. The roof is of wood and tile; 
these materials, readily available in the 
locality, were not selected from romantic 
motives but for highly practical rea- 
sons. By using these materials, a flat re- 
inforced concrete roof was avoided, and 
much better insulation against heat was 
obtained. Marble floors are used 
throughout, as is the custom in Havana. 

Adequate ventilation in a_ tropical 
country is further complicated by the 
need for protection against intrusion. 
Hence all Central and South American 
houses use grilles. For a clean sweep of 
air, casement windows are the most sat- 
isfactory, but, since they swing outward, 
the required grilles must bulge in order 
to permit them to be completely opened. 
This, in some cases, is esthetically and 
practically undesirable, as for instance, 
on the vestibule porch. Here windows 
are five feet above floor level and pivot 
at the center instead of swinging out 
from the side. All other windows in the 
house are full-length casements. 
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Plan 4. servant's room 2. garage 3. living porch 4. patio 5. kitchen 6. bar 7. vestibule 


8. bedroom 9. outside showers 10. ling room 
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11. pool 12. drying yard 
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and was built on porous coral rock. 








The patio opens off the vestibule. 
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HAVANA RESIDENCE 


The indoor living area is kept at a comfortable tem- 
perature by the use of built-in furniture instead of 
furring, and by black marble floors which do not re- 
flect glare. The walls are of white plaster; the ceiling 
is of natural sabicu. The draperies and upholstery are 
of fabric in white, green, and brown colors. 
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The outdoor living area opens to the sea; Venetian 


blinds cut down glare. 


Floors are of red tile. 
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NEW EQUIPMENT 





When the time-delay relay clicks, the doors start to close 
but reopen at a touch of the sensitive edges of the doors. 
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Opened by stepping on an electrically operated treadle, these 
sliding doors permit two waiters to use passageway together. 


Use of treadle-operated doors on new trains 
offers hint to building designers 


PENNSYLVANIA Railroad engineers, in collaboration with the 
National Pneumatic Company of New York City, have in- 
stalled automatic sliding doors between kitchen and diner 
units in the new “Trail Blazer” and “The Congressional” 
trains. These double doors—which minimize drafts. noise. 
odors. and make air conditioning more effective—are air 
operated and electrically controlled by rubber treadle mats 
set into car floors on either side of the doors. When a mat 
is stepped upon, an electric circuit operates magnet valves 
which actuate the two door engines (air) and open both 
sliding doors. When all weight is removed from the treadle 
mat the doors automatically close. 

Because the treadle mat on the kitchen side of the doors 
cannot extend over the movable floor plate of the connecting 
section between cars. there is a space of several feet between 
mat and doors. In order to prevent the doors from closing 
during the brief time required to pass them after leaving the 
treadle, a time-delay relay holds the doors open for a pre- 
determined period after the passenger or waiter has stepped 
off the treadle mat. 

If anyone should obstruct the closing doors. electrical con- 
tacts mounted inkide the flexible rubber nosing which extends 
from top to bottom of abutting edges of both doors will re- 
verse them at a slight touch. When the doors reopen com- 
pletely they will reverse automatically and close if unob- 
structed. Otherwise. they will continue the cycle of reopening 
and closing up to the obstruction until it is removed. 

At each side of the doorway on the kitchen side of the 
doors, there are push buttons which will reopen one door 
independently of the treadle-mat control. These are for the 
convenience of anyone who may have stopped after passing 
the mat and thus allowed the doors to close 

The treadle mat on the diner side extends practically to 
the doors, obviating need for time-delay device and push but- 
tons. It is long enough to start the doors opening well be- 
fore the average passenger gets close enough to attempt to 
open them himself. For hurrying waiters there is a floor 
switch located a short distance ahead of the treadle mat and 
to one side of the car. When a waiter steps on this on the 
way to the kitchen, the doors start opening immediately and 
will be completely open by the time he reaches them. 
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Diagrammatic plan, showing location of important elements. 
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Fluorescent lamps decrease heat of 
hospital operating-room illumination 


DEMAND FOR maximum concentration of light on the working 
planes and minimum glare from reflection led to the develop- 
ment and installation by the Polarizing Instrument Company 
. of New York City of this new light unit in the Caledonian 
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Otta Haael. courtesy “Life Maaazine”’ 


Hospital in Brooklyn, New York. For high concentration, 
each tube had to be mounted in its own reflector. For greater 
efficiency and because of the low wattage, the reflector had 
to be of such contour as to pick up the light from the back 
of the tube and send it forward. This was accomplished 
through the use of the Hy-Par reflector, the section of 
which might be described as being part of a parabola with 
a reversed, concave apex. The glare reflected from a smooth 
type reflector is too intense for this use and may cause 
retinosis. Reflectors were therefore made of Hy-Par shape 
with a diffusing surface of minute panoramic mirrors, thus 
breaking up the surface brightness and improving light 
quality for the surgeon. 

The five housings of the unit each contain four 20-watt 
tubes, total 400 watts. The central housing is mounted paral- 
lel to the table, the four others radiate at a slight angle down 
from the four sides of the central square. With the center 
five feet above the table, a light-meter showed a reading of 
350 foot-candles concentrated on the working surface from 
this canopy of light. 

Two problems in this installation were the elimination of 
the usual stroboscopic effect of gaseous tube lamps and proper 
color value rendition with special reference to red. The pulsa- 
tions were smoothed out by using the General Electric Tulamp 
choke. Tests for the second characteristic were first made with 
a complete set of the new white tubes, but the red of blood 
appeared too red. With all daylight tubes, the blood appeared 
too pale. The final arrangement consisted of four whites in 
the center and sixteen daylights in the other four housings. 

The resulting unit gave a high intensity of light in an even 
distribution and without annoying surface brightness. The 
light comes to the operating table from all directions, thus 
not only eliminating shadows but also providing depth and 
penetration. The hospital’s chief surgeon reports that the 
doctor feels more relaxed during an operation under this 
unit than under incandescent light. It is suggested that this 
may be due to the great reduction of radiant heat and the 
improved light quality. 





This polaroid window, installed in the diners of the Pennsylvania's new "Trail Blazer", holds obvious implications for the building 
field. Besides eliminating glare when "open", it eliminates necessity for shades or curtains when "closed". Operated by a 
small handle (as shown in three views above), changes in the angle of polaroid glazing regulate the amount and character of 
light from blackout to clear vision without dazzling reflections. Thus a complete range of visibility is achieved in one element. 
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Redwood pergola overhead and grille at side contribute to the character of this outdoor dining unit. J. R. Davidson, Designer 
NEW DWELLING UNITS | /— 
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Drawings by Torben Muller 





NEW DWELLING UNITS: INFORMAL DINING 





George Hare 


1. BLEY and LYMAN 
Architects 


DESIGNED FOR flexibility, this dining unit features an adjustable (and also 
entirely removable) breakfast bar. Since the bar is located strategically 
between kitchen and playroom, it offers many advantages in serving and 
comfort while eating. There is ample room for moving the chairs, and 
the usual crowded feeling of a nook is completely avoided. In addition. 
the table can be used for other purposes between meals. as there is a 
shielded light fixture immediately above: or it can be entirely removed. 
enlarging the play area. The adjustability of the table presents obvious 
advantages. For very small children the table is lowered to a convenient 
height for eating or studying. When at its maximum height. its level is 
equal to that of the kitchen counter, thus extending kitchen working space. 


Materials and equipment 

Woodwork: breakfast bar, solid white pine counter, 1 in. thick; cupboards, white 
pine; stain, Silver Gray acid, Pratt & Lambert. Floor: black and cream marble- 
ized linoleum, Armstrong Cork Co. Adjustable shelf supports: Knape & Vogt. 
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2. WAHL SNYDER and WILLARD LOWRY 

Architects I J 

THIS INFORMAL UNIT is well related to the living area it supplements. Bhs —_ 

and to kitchen. Used variously as breakfast room, pantry, bar, and 

game room, it offers a permanent but flexible arrangement for in- 

formal eating. Walls on three sides of the actual dining unit are nc to vata | 

entirely glazed, except for necessary supports, so as to take advan- 

tage of the good outlook. Furnishings are simple, in keeping with ;_—_ innit -) 

the purpose of the room. Woodwork is walnut in a wheat-colored BAR \ 

finish; tables have black tops. and chairs are upholstered in white = 4 

leather with black leather piping. The built-in sofa is covered in T sme I 

red cotton fabric with black piping. Draperies are white with figures LJ} 

in green. coral, yellow. and black. The floor is white marbleized ee 

li * ith a | } ndlow BACK BAR | 

inoleum with a red border. hkl | call hesigs 

Materials and equipment t+ os — 3 4 LIVING ROOM 

. ° : ° . | 5 4 e 

Floor: linoleum. Armstrong Cork Products Co. Venetian blinds. Bostwick- f 
; Goodell Co. Windows: Vento Steel Products Co. Hardware: Schlage. Plan 
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3. ROBERT M. LITTLE 7 
: 
Architect 3 
' 
PRIMARILY A UNIT for informal dining. operated water- and mildew-proofed point. An outdoor fireplace. adjacent 
this semienclosed porch is adaptable to awning can be lowered. Rafters are of to the living-room fireplace, provides for 
other activities as well. Its signal fea- vellow pine, covered with No. 18 bronze open-hearth cooking. The location of 
ture is a screened-over roof which admits mesh screening which prevents insect the porch on the plan permits major 
the morning sun; if less sun is desired intrusion. The awning has an interior rooms to take full advantage of the pre- 
or if the weather is inclement, an easily control, and rolls up to any desired vailing breeze and of a good outlook. 
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Materials and equipment 


Floors: Keystone Art Corp. Awning. The 
Astrup Co. Waterproofing: integral, Crystex 
of Florida, Inc.; decorative, Somay Mfg. Co. 
Fireplace: 9-in. Bessemer fire brick; flue, 81% 
by 17 in. Furniture: table, Royal Palm Fur- 
niture Co.; chairs, Reed Furniture Co. 
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Detail of fireplace 
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NEW DWELLING UNITS: INFORMAL DINING 


Julius Scherb 





Handwerkliches Lichtbild 


4. ALFRED ADLER and M. J. SCHMID 
Architects 


SITUATED IN an alcove off one end of the living room and one step 
above is this informal dining room. All seats are built-in. but the 
table is movable; the same wood is used for both. and recalls the 


| 
ceiling and trim. The floor is of linoleum, waxed. The window is 
placed on the side which has the best orientation for light and view. 
Although the kitchen adjoins the dining unit. an opening in their L, | 
common wall further facilitates serving. A built-in cabinet in the one sre aon Ts LIVING ROOM 
other wall is for storage of glassware. special china. etc. The light Tp dD 6 Stet 
fixture is adjustable in height above table. Plan 
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5. MICHAEL GOODMAN 
Architect 


THE TANDEM ARRANGEMENT of these two informal dining units (one of 
which is used in summer only) was dictated by the fact that they were 
added. at different times. to a house located on a very narrow hill crest. 
The completely enclosed dining unit is the more recent of the two. An 
integral part of the kitchen. it is separated from the living room by a 
low hollow tile wall. There are separate fireplaces in kitchen and sum- 
mer dining “shed”; the latter has a barbecue rack against the tile wind- 


break. Two walls of the shed are entirely given over to French windows. 


arranged in pairs between posts. to take advantage of a very fine view. 


Materials and equipment 


Walls: hollow reinforced tile, natural finish, waxed, Gladding McBean Co. Floor: 
Fireplace: clinker brick; damper, 


quarry tile 6 by 6 in. laid on concrete slab. 
Miller. Windows: sash, Detroit Steel Co.; glass, Libbey-Owens-Ford. 
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NEW DWELLING UNITS: INFORMAL DINING 





Hedrich-Blessing 
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6. JAMES F. EPPENSTEIN 
Architect 


ACTUALLY A PART of the living room 
this informal dining unit has a built- 
in bench which serves as seating for 
two sides of the table. This arrange 
ment gives increased living space 
when the unit is not being used for 
sense of en- 


The kitchen 


is conveniently located for serving. 


dining. and avoids a 
closure during meals. 


7. ERLE WEBSTER and 
ADRIAN WILSON 


Architects 


FOR VERY INFORMAL dining this unit 
provides a convenient place for quick 
The table 


top pulls out of the built-in cabinet 


meals for child or servant. 


and is supported on ball-bearing ex- 


tension slides. Drawers. as well as 


cabinet doors. open through to the 
adjoining dining room. 


Materials and equipment 

Floor: linoleum, “Driftwood,” jaspe field, 
blue border, Armstrong Cork Products Co. 
Paint: walls and ceiling, soft yellow; cabi- 
Columbia Varnish Co. 


Pulley and 


nets, lighter yellow; 
Slide: ball bearing, 
Hardware Co. 
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1675. Portuguese Synagogue, Amsterdam, Holland. 


fhe first American synagogues follow closely the Amster- 
dam pattern, but on a much smaller scale, proportion- 
ate to the size and wealth of the congregation 


eee witty 


HITT nt PL sie He " ll 


ER (A 








(dmsterdam prints) Eng ing by R. Picart—Courtesy N. Y. Putlic Library 








THE ARK. Inside are the scrolls of the Law 
cloaked in rich fabrics and surmounted with 
silver crowns. Two scrolls have already been 
removed from the Ark for the procession to 
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1729. Mill Street Synagogue, 
New Amsterdam. 


in inn 


Charleston, S. C. 


By the end of the |8th century, synagogues began to assume a churchlike character, . .... . . « first in the exterior 


1890. Temple Beth Zion, Buffalo, N. Y. 


1868. Tempie Emanu-El, N. Y. 1870. Temple Rodef Shaiom, Philadeiphia 


By the second half of 1900, Moorish | decorative forms impo 
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them- a the turn of the century, the central dome takes i 
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1840. New Beth Elohim, 
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‘AMERICAN SYNAGOGUE DESIGN: 1729 TO 1939 


In the comparatively short period since the first synagogue was 
built in America (1729), Jewish life has undergone its greatest 
changes since the collapse of the Palestinian state and the de- 
struction of the Temple of Jerusalem (135 A.D.). Synagogue 
design in America reflects these changes—magnified by the swift 
tempo of American history. In this study—last of a series of 
three on American church design—Architectural Record has 
asked Mr. Bruno Funaro of New York City to survey the subject. 





THE ALMEMAR. Reader exposes the Law to 
people before beginning to read. Mantle 


and crown, removed from scroll, are at left. 
UNTIL THE 18TH CENTURY the Jews had been living through- 


out the world as an exiled minority with its own religion. 
The national character of the Jewish faith. which made it 
difficult to conceive of a separation of religion and nationality. 
and the religious intolerance of most countries. which to a 
certain degree closed the rights of full citizenship to members 
of a different faith. made impossible the assimilation of Jews 
with other peoples. Thus the Jews had been living in a con- 
dition of seclusion which—from time to time and from 
country to country—varied from that of a respected and 
flourishing colony to that of a persecuted minority. 

During this time the synagogue had lost the monumental 
character of a temple elevated to the glory of God by a free 
people, as was the Temple of Jerusalem. It had become in- 
stead the house of prayer. the cultural and social center 
sometimes even the place of refuge and defense-—of a people 
in exile, still mourning the destruction of their temple and 
the loss of their country. The ritual had lost the spectacular 
oriental pageantry of Palestinian times. the abstract concept 
of divinity becoming more and more accentuated. 

This state of things still existed when the first Jews settled 
in America. Although in this country there was far more 
religious freedom and respect for human rights than in most 
of Europe. the Jews still lived in a certain seclusion. —In- 
dicative of this is the fact that because of the opposition of 
the local government. the Jewish community in New Am- 
sterdam (now New York City! had to wait 70 vears before 
building its synagogue. which was probably the first ever 
erected in this country (see Mill Street Synagogue. p. 58). 

This state of seclusion, and the consequent lack of necessity 
for such exterior elements as bell towers and prayer towers. 





il 1001. Yous Oe 1900. thnneh tesuaa oadeageieds was architecturally reflected in an almost complete disregard 
for external appearance. The architectural program had ac- 
tually been reduced to compliance with a few special rules 
. § . then also in plan . . . . except in orthodox congregations. in the interior layout, thus almost reducing it to a problem 
of “interior decorating.” The building on the whole was 
subject only to the practical considerations of the country 
in which it was built: and if the synagogue sometimes 
achieved architectural value, this was largely due to the high 
cultural level of a given country. 

Only two elements in the synagogue can be considered as 
fixed, because to them is assigned the very essence of the 
Jewish religion—the preservation of the Law. One is the 
Ark or Tabernacle, the receptacle in which are kept the holy 
scrolls of the Law; the other is the reading desk or Almemar, 
the pulpit from which the Law is read and commented upon. 
Rules concerning their requirements as to form and location 
have always been dictated by contemporary circumstances 





Acknowledgment is made to the following for valuable assistance: Dr. David 
de Sola Pool, Rabbi of Congregation Shearith Israel. New York City; 


1924, B'nai Abrah nagogue, Newark, N. J. Dr. Jacob §S. Raisin, Rabbi of Congregation Beth Elohim, Charleston; 
opt, Synagogue, work, 4 William G. Tachau, Architect; Charleston Chamber of Commerce: Bettman 
... and, with 
' 


Archive; Jewish Theological Seminary; New York Historical Society. 
| et 


a 


variations, is still characteristic ia 


ner i SVuUt a Sot Sail. 








SYNAGOGUE DESICN 


ee 
% z ioe te hh Ss os ~ 
ry ain ah 





W. Boychuk 





DESIGN TRENDS ARCHITECTURAL RECORD 


60 














Synagogue in Atlanta, Ga. Hentz, Adler, and 
Shutze, Architects. The Georgian character of the 
architecture stresses the ‘Americanity" of the con- 
gregation, but the profusion of symbolic detail, 
directly drawn from the Bible, emphasizes the 
foundations of the Jewish religion. 


1 ARK 

2 ALMEMAR 
3. AUDITORIUM 
4 VESTIBULE 





Temple Beth Israel, Portland, Ore. Morris H. 
Whitehouse and Herman Brookman, Associated 
Architects; Bennes and Herzog, Consulting Archi- 
tects. Similarity to Beth Zion Temple in Buffalo 
(p. 58) indicates the widely accepted recent trend 
toward use of a domed structure on polygonal plan. 
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without being deeply rooted in the Law. They are always 
subject to change, without offending in any way the spirit 
of the religion. 

The Portuguese Synagogue of Amsterdam, Holland (1675) 
was perhaps the outstanding example of the period and 
served as a prototype for the first American synagogues. 
The plan of these early American synagogues consisted of 
a rectangular room against whose east wall stood the Ark, 
with a gallery supported by columns along the other three 
walls. The Ark was a large wooden cabinet, lined with fine 
fabrics, which was placed on a platform elevated by a few 
steps from the floor. Inside this were the scrolls of the Law, 
rolled around wooden sticks, covered by mantles, and sur- 
mounted with silver crowns. In front of the Ark burned the 
“Eternal Lamp.” The Almemar was a large desk, covered 
with a richly embroidered cloth, which stood on a platform 
either in the middle of the room or near the west wall. There 
were only a few benches, usually placed along the south and 
north walls: these were reserved for men, while women were 
relegated to the gallery and were often shielded by screens. 
The central portion of the room was left open, so that the 
scrolls of the Law could be brought in procession from the 
Ark to the Almemar. Also, when the Law was read from 
the Almemar, the congregation could assemble around the 
desk. The whole of the building was simple and severe: no 
figurative arts were exhibited, and no music was allowed. thus 
stressing the sorrow of the exile. The synagogue proper 
was enclosed in a courtyard—following the example of the 
Temple of Jerusalem—and connected with rooms for study 
and houses for the head of the congregation and for the 
caretaker. In the yard stood a frame for the Succah, a tempo- 
rary tent erected once a year for ceremonial banquets. 

Toward the end of the 18th century—after the first syna- 
gogues had already been built in America—the great social 
changes which followed in the wake of the industrial revolu- 
tion put an end to discrimination against Jews throughout 
the civilized world, and placed their religion in a position of 
parity with other creeds. As a consequence, there were great 
changes in the attitude of Jewry toward the people among 
whom they lived, and toward their own tradition; both were 
reflected in the synagogue design of the period. The first 
change was from seclusion to proud activity in public life and 
was immediately reflected in the exterior appearance of the 
building. The second change—slower and deeper—was 
from strict orthodox ritual to reformed movements: this 
changed the interior layout of the building. These two in- 
fluences. one on the exterior treatment, the other on the 
interior layout, acted for a long time separately, due to the 
architectural practice of the period which considered them 
as almost two independent problems. For analytical purposes, 
it is therefore easier to consider them separately. 


Change of exterior aspect. 

The synagogue had now no more necessity for remaining 
obscure and secluded; rather it began to stress its position of 
parity among the other religious buildings of the community. 
In the new American towns, where the houses of many re- 
ligious sects, which in Europe had been enemies, were al- 
ready standing as good neighbors, the tendency towards mak- 
ing the exterior aspect of the synagogue that of a church is 
easy to understand. So the “Jewish church,” as the synagogue 
was often called at that time, suitably adds its steeple to the 
skyline of American towns in the first half of the 19th cen- 
tury. Typical of the tendency to make the exterior aspect 
of a synagogue similar to that of a church is the fact that 
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1. ARK 

2. ALMEMAR 

3. AUDITORIUM 

4 VESTIGULE (GALLERY 
OVER) 

S.ENTRANOCE COURT 

6. ASSEMBLY ROOM 

7 STAGE 

8. CLASSROOMS 





Temple Emanu-El, San Francisco, Cal. Bakewell and 
Brown, Sylvan Schnaittacher, Architects. Distinctly 
Byzantine in origin, this dome, realized with modern 
structural means, retains an architectural quality 
which transcends both time and style. The essen- 
tially structural quality of the dome contrasts with 
local ''Mission" forms applied to the exterior. 
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Temple B'nai B'rith, Los Angeles, Calif. A. M. 
Edelman, Architect; Allison and Allison, Consulting 
Architects. Similar to above in structural solution, 
but approached from the standpoint of style. Intro- 
duction of figurative art in the frieze over wains- 
coting and above organ grille indicates trend away 
from traditional rules of severity and abstraction. 
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many congregations did not at all object to using existing 
church buildings as synagogues. To such a group belong 
the fine Elm Street Synagogue in New York City (p. 58), and 
the Touro Synagogue of Hartford. Conn., both transformed 
from Presbyterian churches. 

It was toward 1850. when architectural eclecticism had 
reached a state of pseudo-logicality and each building had 
to have its own appropriate style, that the first touches of 
oriental decoration appeared on synagogues to distinguish 
them from Christian churches. The connection between 
Judaism and Moorish architecture requires a good deal ot 
specious syllogism: the Jews came from the Orient; Moorish 
architecture came from the Orient: therefore. Moorish archi- 
tecture is Jewish. There are of course the old examples of 
Moorish synagogues built in Spain during the Middle Ages: 
but there are also the Gothic synagogues of Germany, the 
classic of Italy. and the Chinese of China. The real reason for 
the mid-century obsession with oriental forms lies more in 
literature than in history. Oriental forms were in the begin- 
ning confined to decorative elements. often diluted with 
Gothic or Romanic forms. Although this “oriental adven- 
ture” has always been opposed by the more conservative con- 
gregations, it had a vogue for some time; then it declined in 
popularity, so that today the synagogue with minarets and 
Mooresque detail is definitely outmoded. It was only toward 
the end of the century that the new planning requirements 
of the synagogue, having developed independently in the in- 
terior layout, made themselves felt in the whole structure of 
the building. Only then did synagogue design begin to rely on 
well-defined architectural forms, instead of on purely decora- 
tive styles. (See interior, San Francisco synagogue. p. 62.) 


The evolution of the plan 

At the beginning of the 19th century. the Jews were faced 
by a multiplicity of changes in respect to their own tradition. 
The center of interest for the new generation shifted from 
its community to the country of which it was a part. The 
separation of nationality and religion—which heretofore had 
been inconceivable—now became natural through a new 
concept of nationality. (See Atlanta synagogue. p. 60.) As a 
logical consequence of the fact that Jews were now considered 
full citizens of a nation, the attitude of the exile ceased to 
exist. A number of congregations began to feel the necessity 
for eliminating many of those traditions which had been 
acquired through long adaptation to exile. The Reformist 
Movement. which was founded in Hamburg. Germany. in 
1817, has since developed widely in America, where it was 
introduced by the Reformed Society of Israelites of Charles- 
ton, S. C.. in 1824. The Reformists reverse the process which 
began with the destruction of the Temple of Jerusalem and 
the concomitant exile. Again the synagogue becomes a mon- 
ument elevated to the glory of God in the new country as 
the Temple of Jerusalem was in Palestine. (Hence the name 
Temple given to reformed synagogues. } 

The organ and instrumental music. which had already 
been used in Jerusalem but were later dropped as a sign 
of mourning. have been reinstated in Jewish services, not- 
withstanding the great opposition of orthodox congregations. 
which saw in it only an imitation of Christian form. (See Port- 
land synagogue, p. 62.) New provisions were made to bring 
the temple up to date by means of the following expedients: 
adoption, in services, of the spoken language of the country. 
inclusion of women in the main seating area, simplification 
and shortening of services, more emphasis on the moral guid- 
ance of the community through sermons. These reforms are 
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Temple Beth-El, Tyler, Tex. Howard R. Meyer, Architect; 
Charles J. Pate, Associate Architect. Here the need for 
flexibility of seating space has been the motivating principle 
behind the plan solution. Sliding doors between temple 
and social hall make possible the expansion of the temple 
in case of an unusually large audience. The main feature 
of the building is its character of intimacy suited to a small 
congregation, achieved with the refined application of 
simple unpretentious materials, such as plywood and wall- 
board. The design as a whole is straightforward and free 
from any stylistic influence. The unnecessary prominence 
of the rabbi's entrance in the exterior design, prompted by 
site conditions, might have been more successfully solved. 
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not confined to the most progressive congregations; they are, 
in fact, becoming the general rule. The design of synagogues 
had necessarily to assume new aspects as a consequence of 
reforms. This evolution has been facilitated in America also 
by the fact that the quick growth and metamorphosis of cities 
made necessary the frequent demolition and reconstruction 
of buildings on different sites. 

The architectural program, freed of its traditional restric- 
tions and combined with new technical requirements, thus 
presents itself in an entirely new light. With the increase in 
size of congregations, fixed seats become necessary. Conse- 
quently, since the audience can no longer shift its position 
according to the focus of the service at a given point, Ark 
and Almemar must assume a position satisfactory to every 
member of a mixed audience. The organ and the choir be- 
come integral parts of the plan. The plan of the building as 
a whole reflects the place of the synagogue in the life of its 
congregation: its flexibility allows for a varying audience 
small at week-day services, medium-sized on Saturdays, and 
very large for the holidays of the church and for the 
increasing social and community affairs sponsored by the 
congregation itself. Rooms are provided either in the syna- 
gogue building proper, or in an adjoining building. for 
classes in Hebrew studies, and for the same kind of extra- 
religious activities (gymnastic, dramatic, social, etc.) that 
are a part of the program of other religious organizations 
(see pp. 64-65). For the architect, the problem is that of 
designing a building which is not a masonic or concert hall, 
hut is essentially the spiritual center of American Jewry. 

In the beginning the solution to these new requirements 
was mucl. influenced by the typical present-day church layout. 
From its former place of isolation, the Almemar has been 
shifted to the platform in front of the Ark. A separate pulpit 
for the sermon proper is often built and fixed pews are pro- 
vided. The elongated basilical plan. the first type adopted. 
did not prove satisfactory because a good many seats were 
too far from the Almemar: in addition, it did not give the 
synagogue a character of its own. 

The necessity for a more compact plan finally brought 
about the adoption of a centrally placed auditorium with 
curved rows of seats centered on the axis of the united Ark 
and Almemar, which are located against the east wall. The 
natural roof for such a structure is the dome—not an original 
idea, but a practical solution of a real problem. One of the 
first examples of this type of building is the Temple Beth 
Zion (p. 58) in Buffalo, N. Y.. built in 1890. Here a tech- 
nically sound layout is realized in a well-defined architectural 
form, which in its compactness, suitably represents the non- 
evangelical character of the Jewish religion. Of the recently 
constructed synagogues in this country, the most successful 
have followed this type. but have improved on it with such 
new structural devices as cantilevered galleries. Although site 
and other particularities often affect the solution, the general 
acceptance of this type proves its satisfactoriness. 

The adoption of the central plan with the dome did not 
stem from a preoccupation with fashion and style (as was 
the case in the oriental decoration of the last century) ; in- 
deed it is so independent of fashion that when stylistic decora- 
tion is superimposed, the structural essence of the architecture 
remains the most important feature of the building. A still 
further step in synagogue design will be attained when the 
architect realizes this fact and is able to use as his means of 
expression the essential architectural qualities of the structure 
and free himself entirely of literary and stylistic decoration. 
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Sanitation systems are often 
little related to structure. 





Back-siphonage in plumbing systems 
may cause epidemics and deaths. 





Tests have shown "dishwater" to be 
ineffective as a sanitizing agent 





Non-continuous surfaces offer cr v- 
ices and pores to germs and ¢ rt. 
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TRENDS IN SANITATION 


(MERICANS USE approximately twice as much water as do Europeans. Moreover, 
increased urbanization and wider use of water-using equipment between waterworks 
and sewers tend to increase this load. A new technic of garbage disposal. for example. 
hy which garbage is crushed to a fine pulp in a grinder under the kitchen sink. mixed 
with water. and discharged to the sewers, places an additional burden on water supply. 
(Add to this that. by habit and relatively higher living standards. Americans appar- 
ently produce more garbage.) Wastes are diluted with 99 parts of water drawn from 
waterworks systems and deposited into lakes. rivers, and coastal waters. With the 
increase of sewage. pollution of streams has advanced until many now carry consid- 
erable organic matter in various stages of putrefaction. 

But water treatment has achieved a sharp reduction in the incidence of water- 
borne diseases: the national death rate from ty phoid fever fell) from 35.8 per 
100.000 in 1900 to 2.1 per 100,000 in 1937; and there have been comparable 
reductions in the incidence of other water-borne infections. ‘To accomplish these 
results. great care and sums of money have been expended to insure that the water 
going into a distribution system was safe. Until several vears ago. it was gen- 
erally thought that once a safe water supply was put into the distribution mains. 
the possibility of its being contaminated was practically negligible. But the 1933 out- 
break of water-borne amebic dysentery in Chicago was traced to defective plumbing. 
and resulted in an investigation of plumbing in Federal buildings by the U.S. Public 
Health Service and the WPA. Of 24.0664 plumbing fixtures examined, 16.896 or 68.5° 


were “disapproved” as hazards to public health: practically all toilets and 85°, of 


° 


the lavatories were found to be potential agencies for the spread of disease. There 
is no essential difference between the plumbing of Government buildings and that in 
other structures: in fact. specifications of equipment for Government buildings are 
likely to be relatively more strict. The conclusion drawn by “The Ladle.” organ of 
the plumbing industry. was that “All plumbing in the United States. perhaps remotely 
but none-the-less potentially. is a menace to public health.” Progress has been made 
in eliminating the defects found by these investigators: but the U.S. Public Health 
Service still reports epidemics and deaths which have their origin in faulty plumbing. 

In 1938. somewhat more than half the people in the United States—73.000.000 
persons disposed of their body wastes through public sewerage systems. And between 
O00 and 700 municipalities were disposing of their rubbish and garbage by incinera- 
tion. Systems which combine sewage- and garbage-disposal are increasing. In addition 
to the technic of sending household-ground food wastes directly into the sewerage 
system. garbage is sometimes ground at a central station and the pulp discharged to 
the sewers. Or the grinding is done at the sewage-treatment plant. Still another 
trend involves combinations of incinerator and sewage-treatment plants. 

In 1938, approximately 55°, of all municipal sewage in the United States was 
receiving treatment. Today. the greater part of this sewage is. as far as possible. 
destroyed: utilization of by-products. has been incidental. But in recent years there 
has been greater emphasis on such utilization and on the possibility of returning plant 
food values to the soil. Sludge is now used more widely as fill and as fertilizer. The 
combustible gases produced by the bacterial action of the sludge-digestion process are 
used as a source of heat and power in treatment plants. Sewage gas is used in com- 
bustion engines; in Germany and Finland, it is used as a motor fuel. The number of 
potential by-products is much larger; for chemical and biological processes now used 
to destroy or stabilize can theoretically be adapted to produce usable by-products 
fertilizers, alcohol. acetone. organic acids. insecticides. hydrogen. carbon. ete. 

Such developments, still for the most part in the laboratory stage. may in the future 
affect the design of sanitation systems in buildings. 

Sener Seaneinn, Hae ag nc oe a? iter ‘Seabee Mie ae 
of Sanitary Engineering; Mr. M. A. Pond, Instructor in Dept. of Public Health, Yale University; R. H. 


Zinkil, Consulting Engineer, Crane Co. Advice has been received from numerous persons and sources 
But none of these are responsible for specific assertions or conclusions made here, unless it is so stated. 
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Look out below! A hazard to pass- 
ersby: sewage disposal about |810. 





A cold shower, early 19th century 
style. Lithograph by Daumier. 
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New York, 1860: disinfection with 
chloride of lime against cholera. 





WHEN YOU DRINK 
} FROM POLLUTED 
WATER SUPPLIES 
‘T'S EQUALLY AS 
OANGEROUS.-~- 
CROSS CONNECTED 
WATER SUPPLIES 
AND PLUMBING 
FIXTURES CAUSE 
THIS CONDITION. 
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Public health and plumbing, 1939: 
cartoon in "Louisville Herald-Post'’. 
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Fairchild Acrial Surveys, I 


The new sewage-disposal plant on Ward's Island, New York City: this plant is one of what is to be a chain of similar plants in which all 
of New York City's sewage will ultimately receive treatment. About 55%, of all municipal sewage in the U. S. now receives treatment. 
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Kitchen grinding of garbage Kitchen incineration of waste Basement incinerator Door of incinerator chute 
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Trends in Waste Disposal" 


THE DISPOSAL of wastes—solid. liquid, or gaseous— incidental 
to man and his mode of living is essential in the main- 
tenance of a sanitary environment. It has been frequently ob- 
served that the incidence of typhoid fever and other intestinal 
diseases in a community bears a direct relation to the extent 
and efliciency of the provisions for sanitary excreta disposal. 


Systems of waste disposal 

Systems of waste disposal are: (1) water carriage and 
drainage for excreta and other body wastes, for waste wash 
water, and in some cases, for the transportation of garbage; 
(2) incineration of combustible wastes: (3) collection and 
removal of heavy or bulky wastes which will not burn or be 
handled by sewerage systems. such as ashes, bottles, cans, 
ete.: (4) dilution to acceptable concentrations, as in ventila- 
tion for the control of odors and other waste products of 
respiration. 

Water is an important vehicle for the removal of wastes. 
Properly designed house drainage and sewerage systems are 
efficient in the removal of liquid wastes. and do not offer 
any hazard to the health of the people served by them. 
provided that adequate treatment is given at the point of 
ultimate disposal or discharge. Besides removing excreta. 
house plumbing and sewers take the waste water from bath- 
rooms. kitchens, laundry rooms, air-conditioning equipment, 
slop sinks, and sometimes receive waste food. The function 
of the drainage systems today is the removal of those liquid 
wastes which may have a harmful effect on man. 

The two prevailing methods of disposing of garbage and 
refuse from buildings are: complete removal of wastes by the 
use of collection vehicles: incineration of the wastes to a 
residual ash. with a greatly reduced volume. and the subse- 
quent removal of this ash. It is only in small buildings that 
removal of the wastes as collected is considered practical. 
Large buildings are commonly provided with incineration 
equipment in order to reduce the volume of waste material 
to be taken away. Where refuse is removed in the volume 
in which it is collected, there need be only storage capacity 
for waste materials during the time intervals between col- 
lection. Consideration is given to incidental nuisances: un- 
desirable odors. litter, and insect and rodent harborage are 
controlled within practical limits. But unless there is daily 
removal of accumulated wastes, it is not always possible to 
eliminate all of these nuisances. Seasonal changes in charac- 
ter of wastes and in temperatures—particularly the occurrence 
of high summer temperatures—often result in conditions 
favorable to the production of odors and breeding of insects. 
This method of waste disposal is gradually being superseded. 

In large buildings, including apartment houses, office 
buildings, and hospitals, incineration is the usual method of 
disposal for combustible wastes. Improvements in the use of 
incinerators in apartment buildings cover such items as 
better layout of receiving chutes, better design of chimneys 
or stacks for the elimination of fly ash, and better combus- 
tion chambers. The changes which will have the greatest ef- 
fect on building design are those relative to the location of 
receiving chutes. The installation of charging doors in each 
apartment makes it possible for the user to drop waste 





F. H. Whitley, Instructor in Sanitary Engineering, New York University. 
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materials into an incinerator without going into a hall to 
reach a common chute. The adoption of this layout prob- 
ably will necessitate a greater number of incinerators in the 
basement and may require the planning of a building around 
the waste-disposal equipment. 

The increased use of air conditioning raises problems 
relative to the disposal of wastes resulting from the opera- 
tion of air-conditioning equipment. In a majority of instal- 
lations there are no waste-disposal problems affecting public 
health; there is, however, a potential health hazard. Many 
installations use water for cooling. A need for conserving 
water has brought the suggestion that cooling water be taken 
from public mains, provided the water supply is cold enough, 
and returned to the mains or reused within the building after 
it has passed through or over the coils of the air-condition- 
ing equipment. This method of reusing the cooling water, 
which is essentially waste water from air-conditioning equip- 
ment, is disapproved by health authorities and waterworks 
officials because of the danger that some other waste pipe 
might be connected to this pipe line. Another method of 
disposal of waste cooling water consists of returning it te 
the ground water by means of diffusing wells. The objection 
to this method of disposal is that possible pollution of ground 
water may occur unless the cooling water is disinfected. 
Usually the recharging of a ground-water supply with the 
waste cooling water from air-conditioning equipment may 
be done safely. In the New York area there has been some 
movement along this line; theaters and other large buildings 
using independent ground-water supplies for their air-con- 
ditioning installations have employed diffusion wells for the 
disposal of cooling water. It is probable that mechanical 
refrigeration of water and the improved methods of reusing 
cooling water will ultimately eliminate the need for discharg- 
ing any cooling water. While installations of air-conditioning 
equipment have waste water for disposal, it seems safest to 
dispose of this water into a sewer. Return water lines in a 
closed air-conditioning system must be under strict control 
to prevent cross-connections and to eliminate pollution of 
drinking-water lines. Where buildings are served by a mu- 
nicipal water supply for domestic and sanitary purposes, 
but provide their own water supply for air-conditioning use, 
strict care should be exercised to prohibit cross-connections 
between the two, since the private supply may not be of the 
same quality as the drinking water; most states have laws 
which make cross-connections illegal. 

Air pollution and smoke nuisance are linked closely. 
Smoke is a waste product of combustion, resulting from the 
incomplete combustion of any fuel. The best method of con- 
trolling smoke is the complete elimination of it. This is gradu- 
ally taking place with the increased use of gas, oil, or elec- 
tricity in heating systems and in industrial plants. This results 
not only in a cleaner atmosphere, but obviates the need for 
frequent removal of ashes. In some industrial plants where 
large power plants are used, it has been suggested that the 
smoke be cleaned of dust, sulfur dioxide, and other gases by 
passing it through a scrubber combining atomized spray with 
centrifugal separation. In others, electrical precipitators are 
used to reduce the discharge of fly ash and dust. 
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A press which forms cold ingot iron blanks into sanita- 


Use of controlled materials and fabrication makes possible 
tion equipment under pressures as high as 1,500 tons. 


greater continuity and more favorable strength-weight ratios. 
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Plastics: lightweight materials, affording surfaces with a Stainless steel: experimental bathtub lighter than cast iron 
minimum of joints in which dirt and bacteria may lodge. or porcelain and impervious to staining by hard water. 
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ft., its total weight is about one-quarter that of usual bathrooms. 
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A bathroom designed by R. Buckminster Fuller; 5 by 5 
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Further possibilities 

A recent development in the disposal of garbage is a 
small high-speed grinding unit. which is incorporated into 
the kitchen sink drain. with its outlet connected to the 
waste stack of the plumbing system. This unit: will shred 
food wastes into a pulp. the shredded food being washed 
through the grinder into the drain. and then into the sewer 
system along with sewage. It provides a means for the in- 
dividual householder to dispose quickly and inoffensively of 
putrescible kitchen wastes. thus reducing the odor nuisance 
which may arise from the storage of garbage. This machine 
will not eliminate the use of household or apartment-house 
incinerators: nor will it do away with the necessity of 
periodic removal of rubbish or like materials. The machine 
does not take such waste materials as cans. bottles. bones. 
newspapers. ete.. and these must be disposed of by other 
means, 

\ recent: application of water-carriage disposal of gar- 
bage. employing this equipment. has developed in New York 
where several apartment buildings have installed kitchen 
garbage grinders. These buildings still have need for in- 
cinerators to burn waste materials. but the use of the grind- 
ers will aid in the elimination of offensive odors when the 
incinerator is in operation. For, although odors are con- 
sidered undesirable for their nuisance characteristics rather 
than for pathogenic reasons. much effort is being ex- 
pended toward the control of odors. Although there has 
been favorable reception of the individual household gar- 
bage grinder by most users. universal use of this device can 
hardly be expected to occur at any early date. The cost is 
likely to be a deterrent. In addition, municipal ordinances 
in many places must be revised before any installation of 
such a grinder can be made. It is estimated that about 7.000 
of these grinders are now in use. 

The adoption of grinders for a more convenient disposal 
of food wastes raises the question of the effect of such a 
step on the design of house drainage systems. During the 
development period considerable attention was given to the 
effect of ground food wastes on the plumbing system. It was 
found that if the plumbing system was properly installed 
and in good condition, no changes were required to handle 
vround food wastes. 

Incinerator design for buildings employing a combination 
of independent grinding and disposal of garbage. together 
with incineration of the remainder of the waste materials 
produced, may be modified somewhat as a result of the 
adoption of sewer disposal of garbage. Incinerator design 
is based on the characteristics of the material to be burned. 
lhe elimination of wet organic substances reduces the amount 
of evaporation during the burning operation. There will then 
be less need for auxiliary burners, and drying hearths may not 
he required in some installations. as now they sometimes are. 

In the future. methods of refuse removal may be provided 
by systems of conduits under the streets. connecting each 
building to a hidden collection system. in which all solid 
waste is transported to some central point for ultimate dis- 
posal. Transportation may be furnished by means of water 
carriage, or by compressed air in much the same manner as 


it is now used in distributing mail between the main post 
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office and branch post offices in New York City. 

The removal of refuse from the household by such auto- 
matic means has received close attention in some European 
countries; the Garchey system of waste collection has been 
used successfully around Paris for a number of years: and 
during the past year. a large Garchey installation has been 
made in an apartment development in London. This system 
employs the wash and waste water of the household to flush 
the domestic refuse into the downpipes to a special pneumatiy 
main. A reservoir is located under the sink in the kitchen 
for the storage of waste water and refuse. An overflow pipe. 
incorporated into the plug of the outlet. prevents overfilling 
the reservoir. To discharge the contents of the reservoir. the 
overflow pipe is lifted. allowing the water to flush the refuse 
through the downpipes to main drains and on into collecting 
chambers. which are connected by suction pipes to a main 
collecting pipe. Surplus water drains from the collecting 
chamber to the sewer. At intervals. when the refuse is to be 
evacuated from the collecting chambers, valves are operated 
by remote control. and the refuse is drawn to the central dis- 
posal plant by vacuum or is forced there by compressed air. 
After additional water has been removed. the refuse is in- 
cinerated. 

Criticism of this method of waste removal centers about 
the limitations of it as well as the cost. As with garbage 
grinders. materials such as bones. bottles. cans. and other 
bulky objects cannot be dropped down the drain, but 
require separate storage and removal. There has been con- 
siderable trouble in the operation of the system with respect 
to stoppages of the collection system. The advantage of this 
method of refuse disposal is the absence of any open-air re- 
moval of putrefactive organic materials. Even the disposal 
plant is clean and free of dust. differing considerably from the 
usual incinerator. 

\n underground system of waste removal capable of 
handling all garbage and refuse would mean the elimination 
of many individual incinerators. each discharging smoke. 
fly ash. and fumes into the air regularly: there would be no 
necessity for garbage. ash. and refuse trucks in the streets 
in the future. thus eliminating the noise and litter accom- 
panying their operation: air pollution would be reduced 
with a corresponding reduction in haze and in the deposi- 
tion of soot and grime. A method for cleaning surfaces. 
furniture. and other equipment in buildings that is com- 
parable to such a system is a central vacuum-cleaning system. 
in which dirt and dust are drawn through a piping system to 
a central collector in the basement. 

One of the most desirable methods of ash and waste re- 
moval is that utilized by many industrial and commercial 
buildings in Chicago. A freight tunnel with electric trains is 
far beneath the city streets in the Loop district. serving prac- 
tically every large building within the area at the sub-base- 
ment level. Large amounts of ashes and waste materials are 
handled by this subway system, never reaching street level 
until far out from the central business district. A waste re- 
moval system of this type, while economically unsuited for 
residential areas. does offer a rapid and clean method of 
removing bulky wastes originating in large buildings within 


the larger cities. 
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Infection that may be spread by con- is minimized by the use of treadle- group showers; use of treadles is also 
tact with a fixture in common use. . . operated group washfountains and .. . reported to reduce water consumption. 





Protection against infection is  at- by use of live steam as sterilizing agent by use of ultraviolet; equipment may 
tained by reducing area of contact... (Seat is locked when not in use.) .. . be installed on any standard closet. 
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Lukewarm, soapy dishwater is relative- | Mechanical dishwashing is more effective Use of ultraviolet for keeping kit- 
ly inefficient in removal of bacteria... if process is automatically controlled. chen utensils sterile is increasing. 
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Design of sanitation systems 


A PRIME CONSIDERATION in the design of a sanitation system 
is the disposal of waste without infection of the system’s 
users. Advances in production methods and wider use of 
sterilizing agents (superheated steam, ultraviolet radiation) 
have made it increasingly possible to achieve this; such 
advances are incorporated in the design of materials and 
equipments, and finally in integrations of equipments. 
Materials 

Sanitary fixtures have been fabricated mainly of enameled 
cast iron, pressed steel, vitreous china, and porcelain, with 
stainless steel and, more recently, plastics, increasingly im- 
portant competitors. 

Steel equipments weigh about one-third as much as cast 
iron; their higher tensile strength permits the use of a 
relatively thin gauge. (Producers of cast-iron equipment 
declare the thinner gauge makes steel fixtures easily dented 
and “tinny.”) Their lighter weight makes them easier to 
handle and install. Vitreous china is impervious to check- 
ing, crazing, or staining, and is therefore easily cleaned; but 
because of the very high temperatures at which it must be 
fired for complete vitrification, the sizes in which vitreous- 
china fixtures can be produced without considerable warp- 
ing are limited. Porcelain fixtures can be made in larger 
sizes but are not impervious to checking or crazing. Stain- 
less steel and plastics in sanitation equipment offer surfaces 
that are relatively more continuous, smooth, and corrosion- 
resistant, with fewer crevices or pores in which dirt and 
bacteria may lodge and multiply. For the floors of bath- 
rooms, shower and locker rooms, however, smoothness is not 
ideal; abrasive properties to prevent slipping are desirable. 


Equipment 

The report by the U. S. Public Health Service on “Public 
Health Hazards in Plumbing” found the chief defect to be 
direct or indirect connections between pipes, fixtures, ete., 
containing sewage- or otherwise-contaminated water, and a 
potable water supply; the danger to health from such installa- 
tions is that, through excessive back pressure or negative 
head. or both, such polluted water may be siphoned or forced 
into the potable supply.* Progress has been made in elim- 
inating these hazards, but scores of water-borne epidemics 
and hundreds of deaths which have their origin in faulty 
plumbing are still reported. Typical instances of such cross- 
connections may be cited: (1) a safe water supply separated 
from contaminated water by a valve; such a valve may be 
partly open or leaky, and a partial vacuum on the safe side 
of the valve will cause the polluted water to be siphoned back 
into the pure water supply; (2) the supply outlet to a 
plumbing fixture so located that it can be submerged under 
contaminated water; if a vacuum develops in the supply line. 
the unsafe water will be drawn back into the safe water 
supply. To remedy these and similar cross-connections: 
(1) water inlets should be raised a safe distance above the 
top of the fixture; (2) vacuum-breaking devices should be 
used—vents or automatic flush valves; (3) supply pipes 
should be large enough to take care of maximum discharge. 


*Studies of back-siphonage were published in the RECORD in January (1937), 
p. 43; August (1938), pp. 71, 72. See also April (1938), pp. 120-123. 


NOVEMBER 1939 


Other potential sources of infection are plumbing fixtures 
which become contaminated with disease-producing organ- 
isms through contact with the user, transmitting these or- 
ganisms to subsequent users. The hand, for instance, is never 
bacteriologically “clean”; even after disinfection, it retains 
microorganisms upon it. Surgeons, before operating. cover 
their hands with sterilized rubber gloves, lest they introduce 
these bacteria into wounds with their fingers. A surgeon's 
lavatory is, for the same reason, pedal- or knee-operated. 
More recently, this sanitary precaution has been extended to 
the design of group fountains, showers, urinals, water closets, 
and even doors. (See page 47.) In the design of water 
closets, still greater precautions have been taken. The danger 
of infection has been minimized by reducing the area of 
physical contact and by the use of sterilizing agents. 

The design of equipment for cleansing of dishes, glasses. 
and other eating utensils also presents a sanitary problem of 
primary importance; according to Dr. James G. Cumming, 
chief of the Washington, D. C., Bureau of Preventable Dis- 
eases, the respiratory or saliva-borne infections, responsible 
for 25 to 45 percent of our mortality, are transmitted “in 
nasal or mouth excretions by way of the air-borne route and 
by indirect contact through food, hand-to-mouth, or eating- 
utensil transmission.” 

Several years ago, an investigation of 46 different restau- 
rants fourd that one-third of the organisms on used eating 
utensils remained after the utensils were washed; soiled 
spoons, for instance, held 150,000 bacteria, washed spoons 
50,000 bacteria. The use of mechanical dishwashers can im- 
prove this condition: but the entire process—temperature of 
the wash- and rinse-water, length of time of washing and 
rinsing—must be automatically and not manually controlled; 
with precise control of the process, practical elimination of 
the contaminating organisms can be obtained. Ultraviolet 
radiation is also used increasingly——especially in restaurants, 
soda fountains, etc.—for sanitizing eating and drinking uten- 
sils, and particularly in protecting them from air-borne bac- 
terial contamination after they have been washed and stored 
away. 


Integration 

By use of production processes like welding, centrifugal 
casting, etc., greater continuity and more favorable strength- 
weight ratios are attainable. It becomes feasible, for example, 
to produce simplified piping systems, with a minimum num- 
ber of joints, of materials that are less corrosible, in larger 
units and lighter weights. In an experimental house recently 
built by the John B. Pierce Foundation, for example (see 
AR 9/39, pp. 41-45), waste and vent piping was so laid out 
that it could be preassembled with only two field connections 
needed. Such increased continuity of piping systems could 
reduce the hazards of leaks and cross-connections. 

Greater integration of bathroom and kitchen equipments 
is similarly made possible by advances in production methods. 
The design of the Integrated Bathroom (see AR, 1/37, pp. 40. 
41), for example, consists of stamped-metal bath, lavatory. 
and toilet, so fabricated that each is integral with walls. floor. 
and ceiling. 
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| | | HEN weather talks, the Weatherstat 
answers — answers by instantly governing 
the heat supply to your building, so that outside 


variations in temperature are compensated and 
balanced before their effects are noticeable inside. 


The M-H Weatherstat instantly governs heating 
plants in direct accordance with the four weather 
variables — outside temperature, solar radiation, 
wind direction and wind velocity. It is particularly 
applicable to zone control installations. 


The Weatherstat is only one of the complete 
line of Minneapolis-Honeywell Controls. There is 
a control system for every purpose—the Modutrol 





System for air conditioning or space heating 
where electric control has proven to be especially 
adaptable, while the Gradutrol System, its worthy 
companion, is Minneapolis-Honeywell’s contribu- 
tion to pneumatic control. 


The Minneapolis-Honeywell Engineer is avail- 
able for consultation with building owners or 
operators, architects or heating engineers, without 
cost or obligation. Minneapolis-Honeywell Regu 
lator Co., 2804 Fourth Ave. S., Minneapolis, Minn 
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Mechanical equipment is thrown into high relief in this model house in the Crane Company's exhibit at the Home Building 
Center, New York World's Fair, 1939. Fabricated of transparent plastic, it illustrates current heating and plumbing practice in 
an average house. From one point of view it is a dramatic commentary on technical ingenuity which has made such equip- 
ment a commonplace in American life. From another viewpoint, the model reveals a complex mechanism and suggests 
through integration of the needs and means of modern living with simpler, more economical forms, new design possibilities. 








EQUIPMENT FOR THE MODERN HOUSE 


THIS IS THE THIRD of a 1939 series 
f Building Types studies on Houses. 
The first, in May, dealt with plannina 
units for house design: the second 
in July, was concerned with system 
of construction. This one surveys 
trends in current practices relating 
to mechanical equipment for single 
family dwellings and, in addition, pre 
ents several case studies of wel 
equipped, recently completed private 


resiagences. 
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TRENDS IN CURRENT PRACTICE: A report based on numerous interviews 
with architects, engineers, housing research technicians, and specialists 
in the field of plumbing, heating and air conditioning, and electrical work. 
Other sources include material in recent technical and trade publications. 


RECENTLY ANNOUNCED IMPROVEMENTS 
in design, production processes, and in- 
stallation techniques of currently avail- 
able residential equipment are not 
radical enough to produce compensating 
fundamental effects on house design as 
a whole. 

Many experiments are being con- 
ducted in all fields of house equipment. 
Some are of such a character that their 
ultimate acceptance by the various fac- 
tors of the building industry would con- 
ceivably produce important economies 
and vastly better houses. But. since not 
all these experiments have yet resulted 
in commercially available products, it is 
possible at present only to outline a 
trend of future development, results of 
which might extensively affect all phases 
of residential design and construction, 

Precisely what these effects will be. 
how far they may alter current prac- 
tices. and how soon the equipment that 
is to cause them will be generally avail- 
able. are questions for which building 
technicians apparently have no common 
answers. 

Reasons for such divided opinion lie 
in the fact that improvements in resi- 
dential equipment involve such matters 
as technical production, commercial de- 
velopment. consumer and trade accep- 
tance. These often result in powerful 
opposition to quick development and 
general availability of a new product. 
Production may involve complex prob- 
lems relative to plant and process. Char- 
acteristics of a new unit may be such 
that present distribution and sales chan- 
nels are inadequate, and new ones must 
be evolved. 
be so radically different from that to 
which the house-building public has be- 


Form and operation may 


come accustomed that sales-resistance is 
Installation may involve tech- 
niques which, by virtue, perhaps, of 


great. 


technical simplification or some mechan- 
ical innovation, conflict with established 
trade practices and jurisdictional ar- 
rangements. 

These obstacles to commercial de- 


velopment constitute the chief reason 
for an apparent lack of initiative on the 
part of inventors and manufacturers of 
mechanical units, in contrast to the pro- 
ductivity—at least in experimentation 

evidenced in the field of residential con- 
struction (AR, Building Types. 7/39). 
However. inventors and manufacturers 
have been—and are—busy perfecting 
plans for and testing models of a great 
variety of new products. Though many 
of these have not been publicly an- 
nounced, enough is known about them 
to chart a trend of probable progress in 


design. 


Trend toward integration 


Common to all significant develop- 
ments is an objective compounded of 
lowered cost; quicker, easier installa- 
tion; simplified operation with conse- 
quent reduction of maintenance; and 
safer. more positive controls. As a result, 
residential equipment is inevitably 
emerging into the “system” category. 
Products formerly manufactured and 
sold as separate items are being réde- 
signed and combined for integrated per- 
Pre-cutting and the fabrica- 
tion of relatively large subassemblies are 


formance. 


being adopted to increase efficiency- 
and lower cost—of manufacturing, mer- 
chandising. and installation. In some 
instances, factory production of com- 
plete units is possible; this, on a large 
scale, might radically reduce costs. But 
in almost as many instances, trade cus- 
toms and jurisdictional rulings—held by 
a large body of technical opinion to be 
the bottleneck of the building industry 

have been a barrier to economies 
which technicians say are possible. 

Apparently, only sporadic attempts 
are being made to integrate equipment 
systems with structural systems. Rea- 
sons include lack of any single, stand- 
ard. industrially produceable type of 
construction which would prove general- 
ly satisfactory in all sections of the 
country, and the fear that “individuality 
of design” might be lost. 
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The kitchen (left) of the experimental house of the John B. Pierce Foundation at Lebanon, N. J. (AR, 8/39, pp. 41-45) contains 
a single large prefabricated unit embodying sink, icebox, storage cabinets, and shelves. All plumbing is in one wall; and bath- 
room waste pipes (right) are compactly assembled in a single unit above the floor. 





Electrical work. [I:stablishment of 
wiring adequacy standards and_ the 
application of these to the develop- 
ment of a complete electric system 

which embraces not only the wiring. 
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but also circuit-breaker controls and 


fixtures—-have brought this field of 
house equipment to a comparatively 
high state of development. With a 
few exceptions, however. the recent im- 
provements in this field have been in the 
“oadget” classification. A large number 
of new and efficient portable electrical 
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units are now available: but these do 
not constitute improvements of basic in- 
tegral significance to the design of the 
house as a whole. According to tech- 
nicians, few basic improvements have 
become available since the announce- 
ment of the zoned wiring system, and 
it is held that future basic changes must 


relate primarily to methods of integrat- 





ing electrical service systems with ele- 
ments of residential construction. 
This is now the subject of extensive 
experimentation and testing. Electrical 
= heating panels, for example, have shown 
i S encouraging results in the laboratory. 
= but have not yet been made available 
” on a commercial basis, except as por- 
Dining space and kitchen of the experimental house. Dark strips at counter, at 
) base of bookshelves, and at kitchen windowsill are a new type of electric service “See National Electrical Code requirements and . 
: strip, prefabricated in standard lengths with integral plug-in outlets. Strip pro- Ry ~ gy my By -- RO j 
; vides flexible electric service in every room. tions 23, 24, and 25. F 
| 
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Left, kitchen in a Lake Forest, Ill., house, Elmer W. Marx, Architect, wherein a variety of equipment units made as separate 
parts have been integrated by the designer. Right, a first-floor utility room in one of the New York World's Fair houses which 
provides space for a compact air-conditioning plant and various units of laundry equipment. 


table units or small, built-in space heat- 
ers of minor capacity. As another ex- 
ample, part of the finish construction is 
being utilized to provide greater flexi- 
bility of service, through employment of 
coves and bases containing wires, or 
through installation of continuous-strip 
outlet form of which is 
illustrated the 


John B. Pierce Foundation experimental 


members. one 
in the living room of 


house. 


Plumbing and sanitary units. “Vechnically. 
a great number of improvements have 
been developed which ultimately will 
have an important basic effect on house 
design. Designing and production effort 
that has gone into the development of 


kitchen 


simpler types of piping layouts, and 


and bathroom units. new and 


other sanitary equipment devices, in 
which the efficient integration of struc- 
tural and mechanical parts was accom- 
plished, has, according to technical 
opinion, been thwarted so far by com- 
mercial problems incident to merchan- 
dising and conflicting trade practices in- 
cident to installation. 

In spite of this fact, kitchens, bath- 
rooms, and, to a somewhat lesser extent. 
laundries—or “utility rooms” that often 
house also a heating plant—have_ be- 
come almost completely standardized in 


function, layout, and equipment. These 
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spaces have been the subject of such in- 
tensive study, experimentation. and test- 
ing on the part of progressive manufac- 
turers and design specialists that they 
constitute. in themselves. large units of 
equipment and. in all ordinary cases, re- 
quire only sper ification relative to space 
and performance standard on the part 
of the architect. 

Because such rooms utilize common 
services, effort is being made to develop 
simplified supply and waste layouts that 
will pipe 
rapid and economical job assemblies. 
The 


house equipment is still a laboratory 


minimize runs and permit 


“mechanical core” containing all 
product; but efficient devices similar in 


character to the rough plumbing mani- 


fold shown on the opposite page which 
is now commercially available—are be- 


ing perfected to permit economical 
grouping of various sanitary units about 
common supply and disposal means. In 
to hot-water systems, experi- 


tend to 


respect 


ments at Purdue University 
show that for small houses. direct piping 
runs and small pipe sizes increase 


economy and efliciency of service. 


Heating and air conditioning. [x per i- 
ments with heating methods radically 
different from those in current use point 
to future developments of potentially 


*See Sweet's Catalog File, Sections 21, 27, 





and 28. 





An improved type of coal range used 
exclusively for cooking, in a kitchen de- 
signed by Frank J. Forster, Architect. 


gl | 





New kitchen waste-disposal unit, fin- 
ished to match other kitchen units, 


has either gas or electric burner. 
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TRENDS IN EQUIPMENT 





Left, heat-generating unit of an experimental "reverse cycle” 





heating installation in a six-room house in Boise, Idaho. It 


is an electrically operated compressor that extracts heat from well water. Heat distribution is through copper tubes imbedded 
in plaster to produce radiant panels. Right, phantom and front views of a new oil-fired hot-water heating plant for small 
houses that contains a built-in tank for domestic hot-water supply. 


New gas-fired winter air conditioner 
for five- to seven-room houses occupies 
less than 5 sq. ft.; it heats, cleans, 
humidifies, and distributes air. 
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far-reaching importance. For example. 
heat generation by the “reverse cycle” 
process, in which a compressor takes the 
place of a steam or hot-water boiler has 
proved successful in at least one experi- 
mental installation (see AR, 6 39, pp. 
$9-52). Heat is distributed through a 
series of copper tubes embedded in plas- 
ter to form radiant panels. Operation 
of such “heat pumps” is too novel at 
present to warrant conclusions; and 
radiant panel heating. though success- 
fully installed in large buildings has not 
yet been developed as an economical 
method of heating small houses, largely 
because of the difficulty of integrating 
currently necessary structural and 
mechanical elements. 

Improvements that are now being de- 
veloped in warm-air, steam, and _hot- 
water heating installations are of two 
general types. First, much effort is be- 
ing expended to raise efficiencies of heat- 
generating plants, to reduce their physi- 
cal dimensions, and to simplify their 
operation. Plants are now being manu- 
factured as compact “packages” that in- 
clude—in the case of steam or hot 
water—burner, boiler. domestic hot- 


water supply unit, and all necessary 
controls. Methods of distributing heat 
from such plants follow established prac- 
tices—radiators. convectors, or ducts. 

The second type of improvement re- 
lates to the trend toward combining the 
various parts of a heating installation 
into a more precisely engineered “sys- 
tem” with standardized and interchange- 
able parts of related capacities and 
known performances. In such systems 
mechanical characteristics are increas- 
ing. Forced flows of steam. water, or 
air are supplanting gravity flows, thus 
eliminating the basement as a necessary 
location for a heating plant. Automatic 
control of firing and of heat supply is 
rapidly becoming the rule in installa- 
lions of all types of central heating 
plants. 

Hot-air. gas- or coal-fired space heat- 
ers are being radically improved for 
installation in small dwelling units; and 
one type is now available to replace a 
living-room fireplace. Prefabricated of 
insulated metal, it is fitted with ducts 
and in tests has proved efficient in heat- 
ing upper and lower floors of small 


houses. 
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BUILT-IN FURNITURE: equipment designed to save both space and time 
DRESSING ALCOVE IN A CALIFORNIA HOUSE: mMicHAEL GOODMAN, Architect 


The built-in chest contains two 4-in. drawers, 
six 6-in. drawers, and three 8-in. drawers; one 
of the latter is double-length for sport clothes, 
woolens, etc. Exposed surfaces are of naturally 
finished Duali plywood. Shelves are Oregon 
pine. Mirrors and dressing-table top are of 
Libbey-Owens-Ford plate glass. Hardware is 
hand - rubbed bronze. Lights are Lumiline 
lamps set in chromed Wallmould _ strips. 
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Top view shows dressing table; lower view, through to bath. Plan 
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CONVERTIBLE LIVING-SLEEPING UNIT IN NEW YORK APARTMENT 








Photos by Frank Randt 
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HANS N. WORMANN, Architect 
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BUILT-IN EQUIPMENT 


In order to transform this pair of 
comfortable couches into beds, back 
cushions are removed, revealing cab- 
inets in which bed linen and pillows 
are stored during the day. Each 
couch is pulled out from beneath its 
cabinet and becomes a_ full-width 
single bed. Built-in lights serve as 
reading lamps and night-table lamps. 
Radio, magazines, telephone, etc., 
are accommodated on sliding shelves. 
Trays in one bed cabinet are sized 
for men's clothing: shirts, ties, etc. 
Walls are covered with light peach 
solid-color wallpaper. Upholstery is 
of hand-woven fabrics, in chartreuse 
and dark brown. Curtains are also 
hand-woven in shades of brown, 
terra cotta, peach, and chartreuse. 
Rug is oyster-gray chenille. All 
the woodwork is of walnut veneer. 
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D. Hubbard 


Photos by Courtlandt V. 


CASE STUDIES: 


seven houses with varying 


A FOURTEEN-ROOM HOUSE IN PENNSYLVANIA 


HOUSE FOR CHARLES WOODWARD, PHILADELPHIA, PA. 


KENNETH DAY, Architect 
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THE OWNERS wanted a “modern” house 
with a pitched roof, and asked if the re- 
quest was a contradiction in terms. The 
reply was in the negative. particularly 
since. in this solution, the typical A- 
frame truss was considered the most 
economical method of roofing. Second- 
floor ceilings are carried up the under 
sides of the rafters to the collarbeams. 

Foundations are of local stone. water- 
proofed with Ironite. Exterior walls are 


solid brick. 13 in. thick. 


sulating lath on interior. 


with l-in. in- 
Second-floor 
supports are structural steel. Floors. 
partitions, and roofs are wood-framed. 


Roof is Metal 


work is lead-coated copper. Sash are 


green Vermont slate. 


requirements 





Lundell-Eckberg steel casements. Glass 
is A-quality or plate, depending on 
glass area. All glass is by Owens-Illinois; 


block is 


terior and exterior doors are Morgan. of 


glass Pittsburg-Corning. — In- 
birch, flush type. Exterior woodwork 1s 
cypress. Kitchen cabinets are stock. of 
wood. Sinks in kitchen and pantry are 
by Crane and Whitehead, other plumb- 
ing fixtures by Kohler. Heat is supplied 
by a Hershey air-conditioning system, 
with Kelsey heater and Esso oil burner. 
Heat for sunny portions of the house is 
from the re- 
Domestic hot- 


Electric wir- 


controlled independently 
mainder of the building. 
Ruud. 


water heater is by 


ing is B-X cable. 
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Second floor 


First floor 





Basement Looking from living room to terrace; note heating grille. 
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WOODWARD HOUSE (continued) 
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Photos by Cortlandt V. 


Stair hall, toward dining room; stair rail, treads, risers are mahogany; parapet is white maple, lacquered and 


ARCHITEOT 
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Dining room has built- 
in sideboard on wall 
not shown. Floors in 
master portion of first 
floor are finished in 
6-in. mahogany planks. 


Bookcases in den are 
mahogany. Both den 
and dining room were 
designed, to a certain 
extent, as backgrounds 
for some eighteenth- 
century furniture which 
the owners possessed. 
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. D. Hubbard 


letos by Cortlandt | 


WOODWARD HOUSE (continued) 


is built-in. Wardrobe closets occupy one wall. 





Master's bath; walls are Vitrolite. The bedroom's wardrobe closets are repeated in the bath. 
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HOUSE ON SLOPING PLOT IN SEATTLE 
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HOUSE FOR MR. AND MRS. FRANK J. BARRETT, SEATTLE, WASHINGTON 
PAUL THIRY and ALBAN A. SHAY, Architects 
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BARRETT HOUSE (continued) 





Basement 


INSTEAD OF PLANNING this house on a 
series of varying levels. as is often done 
for hillside plots. it was decided to use 
exposed portions of the basement for 
a laundry, maid’s quarters, and recrea- 
tion room. From the porch and terrace 
at basement level there is an extensive 
view over a lake. The garage floor is 
at a slightly higher level than those of 
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irst floor 


the remaining rooms on the first floor. 

Construction of walls of basement and 
portions of uppe! stories is concrete. 
Remainder of walls is of frame. All 
exterior walls are stuccoed. Basement 
floor is concrete; first floor is concrete 
slab on prefabricated concrete joists: 
second floor and roof are wood-framed. 
Roof is surfaced with built-up roofing 


Soncnil floor 


and insulated with Reynolds Metallation. 


\W indows are 
ss 


Gutters are of wood. 
steel sash. Interior plaster is U. 
Gypsum. 


Heat is supplied by a specially de- 


signed air-conditioning system. Crane 
Co. plumbing fixtures are used. A pack- 


age receiver is built-in beside the re- 
cessed kitchen entrance. 
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Change of level, furred beam, curtains, and lattice segregate the dining room. 
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CALIFORNIA HOUSE WITHOUT A BASEMENT 





HOUSE FOR MR. E. S. KENYON | 
HAYWARD, CALIF. 
GEORGE PATTON SIMONDS, Architect | | | | 


Second floor 


~ Pars 
| | 


—— 


First floor 


View of 
kitchen lu — 
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‘THis HOUSE has no basement 
with the exception of a 
heater room beneath the en- 
try. reached from an access 
door under the stairs. Con- 
struction is frame. with red- 
wood exterior siding and 
gutters, painted white. Roof 
is Certainteed. built-up. 
Floors are oak. Armstrong's 
linoleum is used on kitchen. 
dinette. laundry. and bath- 
room floors and_ kitchen 
drainboard. 

Heating is forced warm 
air. with a gas-fired furnace. 
In the kitchen an ingenious 
arrangement draws air from 
subfloor areas to pass over 
the electric refrigerators con- 
denser coils: the warmed 
air passes through a towel- 
drying cabinet before it is 
exhausted through the roof. 


ARCHITECTURAL RECCRC 


Living-room walls and ceiling are Ponderosa 


CASE STUDIES 





pine plywood with mahogany inlay. 


BUILDING TYPES 
93 








ONE-STORY WOOD HOUSE IN 


OREGON MOUNTAINS 


HOUSE FOR J. F. SUTOR, PORTLAND, OREC. 


A. E. DOYLE & ASSOCIATE, Architects 


WINDOW GROUPINGS in the hall, living 
room, and principal bedroom of this 
house command an excellent view over 
a wide valley, with the Cascade Range. 
Mt. Adams. and Mt. Hood in the dis 
tance. 

Construction is wood frame. Exterior 
walls are covered with rough spruce sid 
ing, and the roof with rough cedar shin- 
gles laid 1's in. to the weather. The 
sothts of rool overhangs are finished 
with plywood. Plaster surfaces through- 
out the interior of the house are white 
sand-floated. Portions of the interior are 
surfaced with straw paper. fir panels. 


Flexwood, and mirrors. 
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The usual services. including a two- 
car garage, are contained in the cellar. 
It is noteworthy that the living-room in- 
terior is boldly divided into two almost 
equal parts by the fenestration and by 
built-in furniture. The division permits 
furniture to be grouped intimately 
around the fireplace: and the view is not 
only brought into the living room. but 
also, since curtains are substituted for 
the wall between dining room and liv- 
ing room, into the dining room as well. 
Kitchen, pantry. and maid’s room form 
a compact unit. with the maid’s bath 
accessible from the entrance hall. for 


use as an additional lavatory. 


/ 
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CASE STUDIES 


Detail at entrance. Rough 
spruce timbers and siding 
are treated with iron chlo- 
ride stain and with Minwax. 





View from west, showing 
dining terrace in relation to 
service portion of the house. 
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SUTOR HOUSE (continued) 





Entrance porch. The entire house is 
planned to take advantage of a com- 
manding view of the Cascade Range. 






. Boychuk 


Entrance hall has two walls entirely glazed. 
Curved wall is surfaced with gold Japanese 
straw paper. Ceiling is of 3-in. woven fir slats. 





Photos by Uv 
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CASE STUDIES 





Walls at fireplace end of living room are boldly treated with matched Zebra Flexwood. 


PP Naps 





Mirrored wall in dining room reflects light from terrace and, when curtain is open, from living room. 
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BRICK HOUSE OVERLOOKING ROCKY MOUNTAINS 
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HOUSE FOR MRS. H. M. THORP, DENVER, COLO. vy 
BURNHAM HOYT, Architect E ? 4 T 


WALLS ARE brick to second- 4 
floor window heads. wood Second floor 
above. insulated) with rock 
wool. Roofs are surfaced 


with Elaterite. Owens-Illinois 


glass brick is used in dining _ = = = = 
roon Most floors are Sealex 
linoleun Plumbing fixtures 


are Crane; copper pipe, Muel- 
ler: heating svstem. forced 


warm air. gas-fired. with 





Bryant furnace and Minneapo- 
lis-Honevwell control. Elgin 





steel cabinets are used in p 
kitchen ! Basement First floor 
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Living-room fireplace has steel angle facing. Floor is oak. 
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ARTISTS’ HOUSE IN ILLINOIS 











HOUSE FOR MR. AND MRS. SAVIN 
HIGHLAND PARK, ILL. 


DUBIN & DUBIN, Architects 


Second floor 


~~ ° * e . ~ . 
[" PLANNING REQUIREMENTS included provisions for a family of 
two adults—both artists—and one child. A two-story studio. 
cc darkroom, and large outdoor living room were needed. Dark- 
room is under the balcony; outdoor living room is in north- 
Laan 


east angle of house; the studio balcony contains sleeping 


accommodations for guests. 
J & smn Exterior walls are brick. backed with slag-concrete blocks 
. and insulated with Cabot’s Quilt secured to furring. Roof 


is cedar shakes. insulated with 4-in. rock-wool batts. Metal 


ce 
work is copper. Interior walls and ceilings are partly sand- 
| J floated plaster, partly plywood. Plumbing piping is copper. 
asbestos covered. Kitchen sink is Standard: closets, Briggs: 
in . l lavatories, Kohler. Heat is supplied by a humidified forced 
. , SSS warm-air Waterman Waterbury unit, with Williams oil 
burner. Electric wiring was specified to conform to standards 

First “— of the American Institute of Electrical Engineers. 
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CASE STUDIES 





Living room, from entrance hall. Plywood on walls is quarter-sawed white oak. Plaster has silica sand-floated finish. 





Studio walls are finished with Lauan plywood. In dining alcove, plywood is red birch. 
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CONCRETE HOUSE IN MASSACHUSETTS 
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HOUSE FOR ALBERT A. LIST, FALL RIVER, MASS. 
SAMUEL GLASER, Architect 


FOUNDATIONS ARE concrete. walls cindet ; | oe 
block. and first and second floors con- L 7 

crete on precast joists. Attic floor and _— | =e 
partitions are wood-framed. with wire 
lath and U.S.G. plaster. Exterior walls —— 

have Reynolds Metallation between . _— 
double furring strips. Roof is wood- 
framed, insulated with Metallation and 
U.S.G. rock wool, and Anaconda lead- 


coated copper surface. Exterior doors 


Second floor 


and windows are Detroit steel sash. In- 
terior doors are Johns-Manville. flush- 
panel, birch veneered. Schlage hard- 
ware is used. Walls. ceilings. and pine 
woodwork are painted; natural wood is 
stained. Electric wiring is G-E B-X 
cable and conduit. Special built-in di- 
rect and indirect lighting fixtures are by 
Kurt Versen. Air-conditioning system. 
refrigerator, and electric stove are by 
General Motors: kitchen sink, with dish- 
washer and garbage Disposall. is by Basement 
G-E. Remainder of plumbing fixtures 

are Crane. Pipe is Anaconda copper. 





First floor 
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Garden side of house; concrete-surfaced play yard shown on facing page was required by the owner for his children. 


Entrance front; the glass- 
block window in hall admits 
light yet maintains privacy. 
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LIST HOUSE (continued) CASE STUDIES 
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Interior of living room. Entire first floor is surfaced with Armstrong rubber. Walls and ceilings are painted. 


RT 
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Photos by Ezra Stoller 


Living-room fireplace is faced with Belgian black marble. Stairs Dining-room bay is of Corning glass block, 
are concrete with aluminum rails. Cabinet work is rosewood. with a Vitrolite-faced flower box beneath. 
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